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SECTION I. 
INTRODUCTION 


0 0 


1. Scope 

This manual lists repair parts, special tools, test 
and support equipment required for the perform- 
ance of organizational and direct support mainte- 
nance of the welding set. 


I I 


2. General 

This Repair Parts and Special Tools List is divided 
into the following sections: 

а. Prescribed Load Allowance (PL A) Section II. 
A composite listing of repair parts, special tools, 
test and support equipment having quantitative 
allowances for initial stockage at the organizational 
level. 

б. Repair Parts — Section III. A list of repair parts 
authorized for the performance of maintenance at 
the organizational level in figure and item number 
sequence. 

c. Special Tools y Test and Support Equipment- 
Section IV. (Not Applicable). 

d. Repair Parts — Sectioyi V. A list of repair parts 
authorized for the performance of maintenance at 
the direct support level in figure and item number 
sequence. 

e. Special Tools , Test and SuppoH Equipment- 
Section VI. (Not Applicable). 

f Federal Stock Number and Reference Number 
Index —Section VII. A list of Federal stock numbers 
in ascending numerical sequence, followed by a list 
of reference numbers appearing in all of the listings 
in alpha-numeric sequence, cross-referenced to the 
illustration figure number and item number. 

Note. Items not illustrated are cross-referenced to assembly 
group number. 

3. Explanation of Columns 

The following provides an explanation of columns in 
the tabular lists in sections II thru IV. 


a. Source , Maintenance , a?id Recoverability Codes 
(SMR). 

(1) Source code indicates the selection status 
and source for the listed item. Source codes used are: 


Code 

P 


M 


A 

# 0 


Explanation 

Repair Parts, Special Tools and Test Equipment sup- 
plied from the GSA/DSA or Army supply system, and 
authorized for use at indicated maintenance cate- 
gories. 

Repair parts which are not procured or stocked, but are 
to be manufactured in indicated maintenance levels. 

Assemblies which are not procured or stocked as such, 
but are made up of two or more units. Such component 
units carry individual stock numbers and descriptions, 


Code Explanation 

are procured and stocked separately and can be as- 
sembled to form the required assembly at indicated 
maintenance categories. 

X Parts and assemblies which are not procured or stocked 

and the mortality of which normally is below that of 
the applicable end item or component. The failure of 
such part or assembly should result in retirement of 
the end item from the supply system. 

XI Repair parts which are not procured or stocked. The re- 

quirement of such items will be filled by use of the 
next higher assembly or component. 

X2 Repair parts which are not stocked. The indicated main- 
tenance category requiring such repair parts will at- 
tempt to obtain them through cannibalization. Where 
such repair parts are not obtainable through cannibal- 
ization, requirements will be requisitioned, with 
accompanying justification, through normal supply 
channels. 

C Repair parts authorized for local procurement. Where 
such repair parts are not obtainable from local pro- 
curement, requirements will be requisitioned through 
normal supply channels accompanied by a supporting 
statement of nonavailability from local procurement. 

G Major assemblies that are procured with PEMA funds 
for initial issue only as exchange assemblies at DSU 
and GSU level. These assemblies will not be stocked 
above GS and DS level or returned to depot supply 
level. 

(2) Maintenance code indicates the lowest cate- 
gory of maintenance authorized to install the listed 
item. The maintenance codes are: 

Code Explanation 

0 Organizational maintenance 

F Direct support maintenance 

(3) Recoverability code indicates whether unserv- 
iceable items should be returned for recory or sal- 
vage. Items not coded are expendable. Recoverability 
codes are: 

Code Explanation 

R Applied- to Repair parts (assemblies and components) 

which are considered economically reparable at direct 
and general support maintenance levels. When the 
maintenance capability to repair these items does not 
exist, they are normally disposed of at the GS level. 
When supply considerations dictate, some of these re- 
pair parts may be listed for automatic return to supply 
for depot level repair as set forth in AR 710-50. When 
so listed, they will be replaced by supply on an ex- 
change basis. 

S Repair parts and assemblies which are economically re- 

pairable at DSU and GSU activities and which normal- 
ly are furnished by supply on an exchange basis. When 
items are determined by a GSU to be uneconomically 
reparable they will be evacuated to a depot for evalua- 
tion and analysis before final disposition. 

T High dollar value recoverable repair parts which are sub- 

ject to special handling and are issued on an exchange 
basis. Such repair parts are normally repaired or over- 
hauled at depot maintenance activities. 

U Repair parts specifically selected for salvage by recla- 
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^ Explanation 

mation units because of precious metal content, criti- 
cal materials, or high dollar value reusable casings or 
castings. 

b. Federal Stock Number. Indicates the Federal 
stock number assigned to the item and will be used 
for requisitioning purposes. 

c. Description. Indicates the Federal item name 
and any additional description of the item required. 
Assembly components and sub-assemblies are in- 
dented under major assemblies. The abbreviation 
“w/e” when used as a part of the nomenclature, 
indicates the Federal stock number includes all arma- 
ment, equipment, accessories, and repair parts 
issued with the item. A part number or other refer- 
ence number is followed by the applicable 5-digit 
Federal supply code for manufacturers in paren- 
thesis. Repair parts quantities included in kits and 
sets are shown in front of the repair part name. Mate- 
rial required for manufacture or fabrication is 
identified. 

d. Unit of Measure (U/M). A two-character alpha- 
betic abbreviation indicating the amount or quantity 
of the item upon which the allowances are based, 

e.g., ft. ea, pr, etc. 

e. Quantity Incorporated in Unit. Indicates the 
quantity of the item used in the assembly group. A 
“V” appearing in this column in lieu of a quantity 
indicates that a definite quantity cannot be indicated 
(e.g., shims, spacers, etc.). 

f Fifteen-Day Organizational Maintenance Allow- 
ance. 

(1) The allowance columns are divided into four 
subcolumns. Indicated in each subcolumn opposite 
the first appearance of each item is the total quantity 
of the items authorized for the number of equip- 
ments supported. Subsequent appearances of the 
same item will have the letters “REF” in the allow- 
ance column. To locate the referenced item, locate 
the FSN or reference number in the index. The ear- 
liest figure and item number is the referenced item. 
Items authorized for use as required but not for 
initial stockage are identified with an asterisk in 
the allowance column. 

(2) The quantitative allowance for organizational 
level of maintenance represents one initial prescribed 
load 'for a 15-day period for the number of equip- 
ments supported. Units authorized additional pres- 
cribed loads, multiply the number of prescribed 
loads by the quantity in the appropriate density col- 
umn to determine the number of repair parts author- 
ized. 

(3) To determine allowances when supporting 
more than 100 of these equipments: First, divide 
the number of equipments supported by 100 by mov- 


ing the decimal two spaces left; second, multiply the 
result by the quantity in the 51-100 density column. 
Example, authorized allowances for 51-100 equip- 
ments is 12; for 140 equipments, multiply 12 by 1.40 
or 16.80 rounded off to 17 parts required. 

(4) Subsequent changes to allowances will be 
limited as follows: No change in the range of items 
is authorized. If additional items are considered 
necessary, recommendation should be forwarded to 
the U.S. Army Mobility Equipment Command for 
exception or revision to the allowance list. Revisions 
to the range of items authorized will be made by the 
U.S. Army Mobility Equipment Command based 
upon engineering experience, demand data, or 
TAERS information. 

g. Thirty -Day DS/GS Maintenance Allowances. 

Note: Allowances in GS Column are for GS maintenence only. 

(1) The allowance columns are divided into three 
subcolumns. Indicated in each subcolumn, opposite 
the first appearance of each item, is the total quantity 
of items authorized for the number of equipments 
supported. Subsequent appearances of the same item 
will have the letters “REF” in the applicable allow- 
ance column. To locate the referenced item locate 
the FSN or reference number in the index. The earl- 
iest figure and item number is the referenced item. 
Items authorized for use as required but not for ini- 
tial stockage are identified with an asterisk in the 
allowance column. 

(2) The quantitative allowances for DS/GS levels 
of maintenance will represent initial stockage for a 
30-day period for the number of equipments support- 
ed. 

(3) To determine allowances when supporting 
more than 100 of these equipments: First, divide the 
number of equipments supported by 100 by moving 
the decimal two places left; second, multiply the 
result by the quantity in the 51-100 density column. 
Example, authorized allowances for 51-100 equip- 
ments is 40; for 150 equipments multiply 40 by 1.50 
or 60 parts required. 

h. One-Year Allowance Per 100 Equipments/Con- 
tingency Planning Purposes. Indicates opposite the 
first appearance of each item the total quantity re- 
quired for distribution and contingency planning 
purposes. The range of items indicates total quanti- 
ties of all authorized items required to provide for 
adequate support of 100 equipments for one year. 
Subsequent appearances of the same item will have 
the letters “REF” in the allowance column. 

i. Illustration. This column is divided as follows: 

(1) Figure number. Indicates the figure number 
of the illustration in which the item is shown. 

(2) Item number. Indicates the callout number 
used to reference the item in the illustration. 





Iv 


I 





4. Special Information 

a. Repair parts mortality has been based on 1500 
hours operation per year. 

b. Parts which require manufacture or assembly 
at a category higher than that authorized for instal- 
lation will indicate in the source column the higher 
category. 

c. The following publication pertains to the water 
cooled inert gas shielded arc welding set and its com- 
ponents: 

TM 5-3431-226-15 Organizational, Direct 

Support General Sup- 
port and Depot Main- 
tenance Manual 

d. The same illustrations are used to illustrate the 
repair parts and special tools listed in both organiza- 
tional maintenance section and the direct support 
maintenance section. 


5. Howto Locate Repair Parts 

a. When Federal Stock Number or Reference Num- 
ber is Unknown: 

(1) First. Using the table of contents determine 
the assembly group within which the repair part 
belongs. This is necessary since illustrations are pre- 
pared for assembly groups, and listings are divided 
into the same groups . 

(2) Second. Find the illustration covering the 
assembly group to which the repair part belongs. 

(3) Third. Identify the repair part on the illustra- 
tion and note the illustration figure and item num- 
ber of the repair part. 

(4) Using the Repair Parts Listings, find the 
assembly group to which the repair part belongs and 
locate the illustration figure and item number noted 
on the illustration. 

b. When Federal Stock Number or Reference is 
Known: 

(1) First. Using the Index of Federal Stock Num- 
bers and Reference Numbers find the pertinent Fed- 
eral stock number or reference number. This index 
is in ascending FSN sequence followed by a list of 
reference numbers in alpha-numeric sequence, cross- 
referenced to the illustration figure number and item 


number. . , 

(2) Second. Using the Repair Parts Listing, find 
the assembly group of the repair part and the illus- 
tration figure number and item number referenced 
in the Index of Federal Stock Numbers and Refer- 
ence Numbers. 

c. When the Federal Stock Number or Reference 
Number is Known and the Repair Part is Not Illus- 

trated: VT 

(1) First Using the Index of Federal Stock Num- 
bers and Reference Numbers find the pertinent Fed- 


eral stock number or reference number in the sec- 
tion titled “Items Not Illustrated” and note the group 
number. This section is in ascending FSN sequence 
followed by a list of reference numbers in alpha- 
numeric sequence, cross-referenced to assembly 
group number. 

(2) Second. Using the Table of Contents, locate 
the assembly group number and page number. 

(3) Third. Using the applicable group number 
and page number, locate the pertinent stock number 
or reference number in the Repair Parts Listing. 
Items which are not illustrated are listed at the 
end of the assembly group to which they belong. 

6. Abbreviations 


ea each 

in inch(es) 

lg long (length) 

mtg mounting (ed) 

no number (s) 

thd thread(ed) 

dia diameter 

7. Federal Supply Codes for Manufacturers 

Code Manufacturer 

00207 Quality Transformer and Coil Co. 

00629 EBY Sales Co. Inc. 

00656 Aerovox Corp. 

00779 Amp Inc. 

01121 Allen-Bradley Co. 

01536 SEMS Division of Textron Inc. 

01664 Boston Gear Works Div of Murray Co. 

02660 Amphenol Corp. 

03058 Aviation Industries Corp. 

03507 General Electric Co. 

04941 Walsco Electronics Corp. 

08808 General Electric Co. 

11456 Hasemann Flexible Shaft Co. 

12308 Wallace and Tiernan Ltd. 

14608 Corbin Cabinet Lock Division of Emhart Corp. 

27191 Cutler-Hammer Inc. Industrial Systems 

Division 

30327 Imperial-Eastman Corp. 

34494 Kunkie Valve Co. 

37942 Mallory P R and Co.Inc. 

38508 Marsh Instruments Co. Division of 

Colorado Oil and Gas Corp. 

43334 New Departure Division of General 

Motors Corp. 

44408 Oberdorfer Foundries Inc. 

49367 Pyle-National Co. 

50380 • . . Reliance Electric and Engineering Co. 

53477 Schraders and Son Division of Scovill Mfg. Co. 

70318 All Metal Screw Products Co. Inc. 

70485 Atlantic India Rubber Works Inc. 

71041 Boston Gear Works Div of Murray Co. 

7X126 Bronson Homer D Co. 

71400 Bussman Mfg Division of McGraw-Edison Co. 

717 g 5 Cinch Mfg Co. and Howard B Jones Div. 

72619 Dialight Corp. 

72962 Elastic Stop Nut Corp. of America 


V 


73138 

73680 

73957 

74936 


74970. 

75042. 

75382. 

76385. 

76665. 

78189. 

78263, 

78553, 

79136 

79470 

80098 

80382 

80648 

81042 

81443 

81349 


82240 

87419 


Manufacturer 

Beckman Instruments Inc. Heliport Div. 
Garloc Inc. 

Groov-Pin Corp. 

Jackson Products Department of Air 
Reduction Sales Co. Div of Air 
Reduction Co. Inc. 

. Johnson EF Co. 

IRC Division of TRW Inc. 

. Kulka Electric Corp. 

. Minor Rubber Co. Inc. 

. National Lock Washer Division AMK Corp. 
. Illinois Tool Works 
. Sherman Mfg. Co. 

Tinnerman Products Inc. 

Waldes Kohinoor Inc. 

. Weatherhead Co., The 
. Electrons Co. 

. Air Reduction Co. Inc. 

. Torrington Co. 

. Howard Industries Inc. 

. Isolantite Mfg. Corp. 

. Military Specifications Promulgated by 
Standardization Division Directorate 
of Logistic Services DSA 
. Simmons Fastener Corp. 

. Waterbury Steel Ball Co. 


Code Manufacturer 

88042 Army Air Force Drawings Under Custodian- 

ship of the Air Force Aeronautical 
Standards Group Dept of Navy and 
Air Force 

90211 Square D Co. 

90800 Hays Mfg. Co. 

94080 Airo Welding Products Div of Air 

Reduction Co. Inc. 

96906 Military Standards Promulgated by - 

Standardization Div Directorate of 
Logistic Services DSA 

97965 Stancor Electronics Corp. 


t 1 


8. Recommendations for Maintenance 
Publication Improvements 

Report of errors, omissions, and recommendations 
for improving this publication by the user is en- 
couraged. Reports should be submitted on DA Form 
2028 (Recommended Changes to Publications) and 
forwarded direct to Commanding General, U.S. 
Army Mobility Equipment Command, ATTN: 
AMSME-MPP, 4300 Goodfellow Boulevard, St. Louis, 
Mo. 63120. 
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SECTION II. PRESCRIBED LOAD ALLOWANCE 


(3) 

15-DAY ORGANIZATIONAL 
MAINTENANCE ALLOWANCE 





( 1 ) 

FEDERAL 

STOCK 

NUMBER 

( 2 ) 

15-DAY ORGANIZATIONAL 1 
MAINTENANCE ALLOWANCE 1 

DESCRIPTION 

USABLE ON CODE 

(«) 

1-5 

(b) 

6-20 

(c) 

21-50 

(d) 

51-100 


GROUP 01 - HOSES AMD CABLES 





4730-371-5153 

GLAND, HOSE 



2 

2 

5340-885-0035 

BUSHING, MACHINE 



2 

2 

5340-885-0086 

BUSHING, MACHINE 



2 

2 

5940-271-6746 

TERMINAL, LUG 




2 


GROUP 02 - PRESSURE REGULATOR AND GAS CYLINDER 





3439-886-3411 

REGULATOR, FIXEEU PRESSURE 



2 

2 


GLAND ASSEMBLY, 8301683 (94080) 




2 


GROUP 03 - CONTACTOR 






COIL, MAGNET, 23601873 (94080) 




2 


CONTACT, ELECTRICAL, 23601874 (94080) 




2 


GROUP 04 - WATER CIRCULATION UNIT 






MOTOR AND PUMP ASSEMBLY, 23101899 (94080) 




2 


TUBING, PLASTIC, 23101897 (94080) 




2 


TUBING AND STRAINER ASSEMBLY, 23101802 (94080) 




2 


GROUP 05 - GUN ASSEMBLY 





3431-904-7357 

TUBE, CONTACTS ,035 dia. wire 

8 

20 

40 

84 

3431-930-8256 

TUBE, CONTACT: l/l 6 dia. wire 

8 

20 

40 

84 


SLEEVE, GUIDES outlet, .035 dia. wire, 23602275 (94080) 

2 

2 

4 

8 


SLEEVE, GUIDE: outlet, l/l 6 in. dia. wire, 23602276 (94080) 

2 

2 

4 

8 


BUSHING, GUIDE: outlet, .035 dia. wire, 23601086 (94080) 


2 

2 

4 


BUSHING, GUIDE: outlet, l/l 6 in. dia. wire, 23601076 (94080) 


2 

2 

4 


BUSHING, GUIDE: inlet, .035 dia. wire, 23602271 (94080) 


2 

2 

4 


BUSHING, GUIDE: inlet, l/l 6 in. dia. wire, 23602272 (94080) 


2 

2 

4 


ROLL, CONICAL: .035 and l/l 6 in. dia. wire, 23601825 (94080) 


2 

3 

6 


ROLL, GROOVED: .035 in. dia. wire, 23601830 (94080) 


2 

2 

4 


ROLL, GROOVED: l/l 6 in. dia. wire, 23601832 (94080) 


2 

2 

4 


BEARING, BALL: annular, 1614 DC (71 041 ) 




2 


GEAR, WORM, 23602282 (94080) 




2 


LAMP 

2 

2 

4 

8 


50ARS125V50W (08808) 







2 

2 

4 

8 

5920-190-7325 

FUSE, CARTRIDGE 






GROUP 06 - CONTROL 







2 

2 

4 

8 

5960-882-0190 

TUBE, ELECTRON 








2 

2 

4 

5960-107-7583 

TUBE, ELECTRON 






TUBE, ELECTRON, 12AT7 (81349) 

2 

2 

4 

8 


TUBE, ELECTRON , 0B3 (81349) 

2 

2 

4 

8 

2 

5905-324-6962 

POTENTIOMETER: 0-20,000 ohms, 4 watts 





5920-280-8344 

FUSE, CARTRIDGE: l/4 amp 


2 

2 

4 


LAMP, 6S6DC15 (72619) 




2 

5930-050-2696 

SWITCH, TOGGLE 




2 


GROUP 07 - WIRE FEEDER 






BELT, POSITIVE DRIVE, 9461Y1-4XR5D0 


2 

2 

4 


1 









(1) 

12) 

(3) 

SMR 

CODE 

FFDERAL 

STOCK 

NUMBER 

DESCRIPTION 

USABLE 

REF NUMBER & MFR CODE code i 



SECTION HI - REPAIR PARTS FOR (MkAMIUTHMAL MAXNTMANCE 



GROUP 01 - HOSES AND CABLES 

P 0 

4730-871-5153 

GLAND, HOSE 

8030247 (94080) 

P 0 

5340-885-0085 

BUSHING, MACHINE 

8030254 (94080) 

P 0 

5340-885-0086 

BUSHING, MACHINE 

8030255 (94080) 

P 0 

3439-885-0088 

HOSE, GAS: 50 feat 

9082210 (94080) 

P 0 

3439-885-0089 

HOSE, WATER: 60 feet 

9083210 (94080) 

P 0 

5940-271-6746 

TERMINAL, LUG 
: 13230200 (94080) 

P 0 

3439-885-0091 

CLAMP, GROUND 

GC3 (74936) 

P 0 

3439-885-0090 

CABLE, WELDING 

13222000 (94080) 

12 0 


HOSE AND CABLE KIT 

23602204 (94080) 

P 0 

4720-459-2690 

HOSE ASSEMBLY, WATER 

23600979 (94080) 

X2 0 


GLAND, HOSE 

8030247 (94080) 

12 0 


BUSHING, MACHINE THREAD 

8030254 (94080) 

X2 0 


HOSE: 50 feet lg 

9083210 (94080) 

X2 0 


FERRULE, HOSE 

GG (53477) 

P 0 

1 3431-471-3070 

j 

WIRING HARNESS 

23602206 (94080) 

22 0 


TERMINAL, LUG 

35559 (0C779) 

22 0 


CLAMP, CABLE 

AN3057-16 (02660) 

22 0 


ADAPTER, CLAMP TO CABLE 

AN305 5-28-1 6 (02660) 

22 0 


CONNECTOR, ELECTRICAL: plug 

MS3106A24-5S (96906) 

22 0 


CABLE ASSEMBLY: electrical 

23602213 (94080) 

22 0 


CABLE, ELECTRICAL 

SI-58274 (03507) 



GROUP 02 - PRESSURE REGULATOR AND GAS CYLINDER 

P 0 

3439-885-0087 

ADAPTER, FLOW: pressure regulator, Argon gas, 50 ofh 

8301976 (94080) 

P 0 

3439-886-3411 

REGULATOR, FIXED-PRESSURE: single-stage. Argon gas 

8068054 (94080) 



(6) 

(7) 

15-DAY ORGANIZATIONAL 

ILLUS- 

MAINTENANCE ALW 

TRATION 


EA 2 

EA 2 


EA 1 

EA 1 


EA . 1 
EA 16 

EA 1 

EA 1 

EA 1 

EA 1 

EA 1 

EA 1 

EA 1 


(a) 

(b) 

(c) 

(d) 

(a) 

(b) 

1-5 

6-20 

21-50 

51-100 

FIG. 

NO. 

ITEM 

NO. 



























FEDERAL 

STOCK 

NUMBER 


P 0 3431-471-3067 


P 0 6685-470-6231 


DESCRIPTION 


REF NUMBER & MFR CODE 


GLAND ASSEMBLY. INLET* pressure regulator 
8301683 (94080; 

NUT, INLET CONNECTION 
8303322 (94080) 

GAGE, PRESSURE. DIAL INDICATOR 
8410127 (94080) 

ADAPTER, CYLINDER TO REGULATOR 
8390065 (94080) 

ARGON, TECHNICAL WATER PUMP* 220 cu ft cylinder 
A18455 (81349) 

CYLINDER, COMPRESSED GAS* Argon 
9998605 (94080) 


GROUP 03 - CONTACTOR 


X2 0 

P 0 5950-401-7514 
P 0 5945-412-0583 


CONTACTOR; 600 amp 
23540102 (94080) 

COIL, MAGNET 
23601873 (94080) 

CONTACT, ELECTRICAL 
23601874 (94080) 

CABINET 

8990EQ1990G2 (90211) 


12 0 

0 5310-767-0445 

0 5310-407-9566 

0 5306-225-8497 

0 5310-081-4219 

P 0 2930-192-9307 

0 4730-631-1267 

P 0 4730-200-0257 

12 0 

12 0 

0 5975-548-6520 

P 0 5330-621-9292 


GROUP 04 - WATER CIRCULATION UNIT 


CIRCULATOR UNIT. WATER* heavy duty, 10 gal 
23040171 (94080) 

NUT, PLAIN, HEXAGON* motor and pump atg, 5/16-18 thd 
else 

MS51971-2 (96906) 

WASHER, LOCK* aotor atg, No, 5/l6 screv else 
MS35338-45 (96906) 

SCREW, MACHINE* motor atg. No. 5/16-18 thd siae, 3/4 
In. lg 

M990725-32 (96906) 

WASHER, FLAT* motor atg, Ho. 5/l6 screw else 
MS271 83-1 2 (96906) 

MOTOR AND PUMP ASSIHBLY 
23101899 (94080) 

COUPLING, TUBE 
268P (30327) 

ADAPTER, BUSHING 
3206X4 (79470) 

ELBOW, STREET 
1 25 BRZ45 DEG1 -4NP (74928) 

BUSHING ASSEMBLY, CABLE 
DBS (49367) 

NUT, PLAIN, KNURL 
DB9B (49367) 

BUSHING, RUBBER 
DB9E (49367) 

ADAPTER, BUSHING 
DB9A (49367) 


(5) 

QTY 

(6) 

15-DAY ORGANIZATIONAL 
MAINTENANCE ALW 

IN 

i (a) 

! w 

(c) 

(d) 

UNIT 

| 1-5 

6-20 

i 21-50 

51-100 


ILLUS- 

TRATION 



























(1) 

<2) 

(%) 

SMR 

CODE 

FEDERAL 

STOCK 

NUMBER 

DESCRIPTION 

USABLE 

REF NUMBER & MFR CODE code 

X2 0 


LGCSHTITs electrical cc&dait 

92010026 (94080) 

P 0 

6150-479-3419 

CABLE ASSEMBLY* electrical power 

23101034 (94080) 

P 0 

5940-503-9995 

TERMINAL, LOG 

MS25036-1 (96906) 

P 0 

6150-479-3420 

CABLE i electrical power 

8284358 (94080) 

P 0 

2930-192-9321 

POMP, COUPLING AID ADAPTER 

1-1-2CC0991-10 (44408) 

0 

5305-086-8620 

SCREW, MACHINE* body mtg 

45013 (44408) 

XI 


BOOT 

C5023 (44408) 

P 0 

4320-960-5452 

f»ANinpy 

A5226 (44408) 

X2 0 


SHAFT ASSEMBLY, HO 

46311 (44408) 

X2 0 


BUT, PLAIN* cover mtg 

A50515 (44408) 

12 0 


WtegTKR, LOCK* cover mtg 

A5016 ( 44408) 

22 0 


SCREW, CAP* cover mtg 

A5014 (44408) 

12 0 


COUPLING ASSEMBLY 

A6239 (44408) 

XI 


SHAFT ASSEMBLY* drive 

A6310 (44408) 

12 0 


BEARING, SLEEVE 

45024 (44408) 

12 0 


SEAL, PLAIN 

45007 (44408) 

XI 


COVER 

C5002 (44408) 

22 0 


SCREW, GAP, HEXAGON HEAD 

A5411 (44408) 

22 0 


ADAPTER, C FLANGE 

C6145 (44408) 

P 0 

6105-407-0952 

MOTOR, ACt M56 C frame 

TIPBCS1-4HP1725R (50380) 

22 0 


SCREW* capacitor housing mtg 

P 0 

5910-868-3005 

CAPACITOR 

161497 (50380) 

22 0 


HOUSING* capacitor 

39A (50380) 

P 0 1 


SCREW, ROUND HEAD* self-tapping, terminal 0 over mtg, 

No, 8-32 thd else, 3/8 in* li 

MS24650-33 (96906) 

22 0 


COVER, TERMINAL 

24404 (50380) 

P 0 

5930-401-7494 

SWITCH, TOGGLE 

171402 (50380) 


15-DAY ORGANIZATIONAL ILLUS- 
m T c Y MAINTENA NCE ALW TRATION 


( 0 ) 

(b) 

(c) 

tf> 

(a) 

1-5 

6*20 

21-50 

51-100 

FIG. 

NO. 


li 2 

SI 


£A 1 

S A. 


EA 1 

EA 


EA 1 

EA 




























0) 

(2) 

(3) 


SMR 

CODE 

FEDERAL 

STOCK 

NUMBER 

DESCRIPTION 

REF NUMBER & MFR CODE 

USABLE 

ON 

CODE 

11 


STUDS, FIELD 

58647 (50380) 


P 0 

5305-95W260 

SCREW, ROIJNB HEAD* self-tapping, switch plate and 
terminal assembly mounting, Ho, 8-32 thd size, 3/8 
in. lg 

MS24650-33 (96906) 


12 0 


SWITCH PLATE AND TERMINAL ASSBfflLI 

79B (50380) 


12 0 


SHIELD, END 

1B04 (50380) 


12 0 


SHIELD, END 

6B02 (50380) 


11 


BUSHING, SHAFT? bearing retainer 

A5024 (44408) 


12 0 


BEARING, BALL 

51881 (50380 ) 


12 0 


SWITCH ASSEMBLY? rotating 

26F03 (50380) 


12 0 


FAN 

49A02 (50380) 


12 0 


FRAME, MOTOR 

156B03 (50380) 


12 0 


COVER ASSEWBLY 

23101896 (94080) 


12 0 


ELBOW, RUBBER 

40PVC1 -2NPT80DEG (74928) 


P 0 


VALVE, RELIEF? 1/4 NPT, l/2 NPTF 

FIG 41 - 1 - 4-40 (34494) 


12 0 


NIPPLE, PIPE 

8342293 (94080) 


P 0 

4730-192-8697 

NIPPLE, HOSE 

8030256 (94080) 


P 0 

4730-631-1267 

COUPLING, TUBE 

268P (30327) 


0 { 

5305-854-6688 

SCREW, TAPPING? block mtg 

MS 246 I 7-34 (96906) 


22 0 


BLOCK, WATER FLOW 

23101796 (94080) 


P 0 

4730-350-8636 

BUTTON, PLUG 

SS50890 (03058) 


P 0 


TUBING, PLASTIC 

23101897 (94080) 


P 0 

4730-195-5797 

TUBING AND STRAINER ASSEMBLY 

23101802 (94080) 


12 0 


STRAINER, SUCTION LINE 

23101793 (94080) 


X2 0 


TUBING, PLASTIC 

8640 (11005) 


12 0 


CLAMP, MOUNTING? tank holddown 

23101654 (94080) 


12 0 


TANK, WATER 

23101767 (94080) 



15-DAY ORGANIZATIONAL ILLUS- 
UNIT PJJ MAINTENANCE ALW TRATION 

M °* s !n C (o) (b) I (c) (d) 

UNIT 

1-5 6-20 21-50 51-100 


EA 3 
EA 1 


EA 1 

EA 


EA 1 

EA 1 

EA 1 

EA 


EA | 1 

EA 

























! n> 

(2) 

(3) 


SMR 

CODE 

FFDERAL 

STOCK 

NUMBER 

DESCRIPTION 

REF NUMBER & MFR CODE 

USABLE 

ON 

CODE 




GROUP 05 - O0M ASSMBLY 


P 

0 

3431-471-3060 

POLL GUN ASSEMBLY: metal 

23511150 (94080) 


P 

0 

3431-904-7357 

TUBE, CONTACT i .035 dia wire 

23602115 (80382) 


P 

0 

3431-930-8256 

TUBE, CONTACT: l/l6 In. dia wire 

23602135 (80382) 


P 

0 

5970-489-0519 

SLEEVE, GUIDE: outlet, .035 dia wire 

23602275 (94080) 


P 

0 

5365-224-1154 

SLEEVE, GUIDE: outlet, l/l6 in. dia wire 

23602276 (94080) 


P 

0 

5365-191-8310 

BUSHING, GUIDE: outlet, .035 in. dia wire 

23601086 (94080) 


P 

0 

5365-402-5881 

BUSHING, GUIDE: outlet, t/l 6 in. dia wire 

23601076 (94080) 


P 

0 

5365-493-8216 

BUSHING, GUIDE: inlet, .035 in. dia wire 

23602271 (94080) 


P 

0 

5365-194-3685 

BUSHING, GUIDE: inlet, l/l 6 in. dia wire 

23602272 (94080) 


P 

0 

3431-481-2279 

ROLL, CONICAL: .035 l/l6 in. wire 

23601825 (94080) 


P 

0 

3431-471-3059 

ROLL, GROOVED: .035 in. dia wire 

23601830 (94080) 


P 

0 

3431-471-3055 

ROLL, GROOVED: l/l6 in. dia wire 

23601832 (94080) 


P 

0 

5365-493-8215 

BUSHING, TAPERED 

23604508 (94080) 


P 

0 

3431-904-9083 

LINER ASSEMBLY 

23602266 (80382) 


12 

0 


BUSHING, TAPERED 

23602027 (94080) 


12 

0 


BUSHING, SLEEVE 

23602028 (94080) 


12 

0 


TUBING, PLASTIC 

1301DH800DZYTELTUBING (83616) 


X2 

0 


CASING ASSEMBLY 

23604580 (94080) 


12 

0 


ADAPTER, CABLE 

23602603 (94080) 


12 

0 


COUPLING, TUBE 

23604750 (94080) 


12 

0 


CASING, FLEXIBLE 

23604568 (94080) 


12 

0 


SHAFT ASSEMBLY, FLEXIBLE 

77A278 (11456) 


22 

0 


SHAFT SUBASSEMBLY 

77A278-2 (11456) 


X2 

0 


SHAFT SUBASSEMBLY 

77A278-1 (11456) 


P 

0 

3431-471-3054 

HOUSING ASSEMBLY, DRIVE ROLL 

23602280 (94080) 



15-DAY ORGANIZATIONAL ILLUS- 
UNIT MAINTENANCE ALW T RAT ION 


1-5 6-20 21-50 51-100 no.' nq M 


EA 1 

EA 1 


EA 1 

EA 1 


EA 

EA 1 


EA 1 

EA 1 


EA 1 

EA 1 


84 8 1 

84 8 1 


8 8 

8 8 


f 1 



























(1) 

(2) 

SMR 

CODE 

FEDERAL 

STOCK 

NUMBER 

12 0 


X2 0 


12 0 


0 

5305-717-6933 

12 0 


12 0 


P 0 

3110-755-6613 

P 0 

3020-192-8729 

12 0 


12 0 


P 0 

3120-580-1658 

12 0 


12 0 


12 0 


0 


12 0 


P 0 

3110-755-6613 

P 0 

3020-192-8729 

12 0 


12 0 


P 0 

3120-580-1658 

0 


0 

5310-186-7454 

0 

5310-082-1404 

12 0 


12 0 



DESCRIPTION 


REF NUMBER & MFR CODE 


RING, RETAINING 

23602260 ( 94080 ) 

INSULATOR, DISC 

23602268 (94080) 

RING, RETAINING 
5002-112 (79136) 

SETSCREW 

MS5 1982-41 (96906) 

SPRING, DRIVE ROIL 
23601123 (94080) 

RING, RETAINING 
MSI 6628-7 (96906) 

BEARING, BALL. ANNULAR 
1614DC (71041) 

GEAR, WORM 
23602282 (94080) 

PIN, STRAIGHT, HEADLESS s Ho. 3-6A, 5-8 In. lg 

92028260 (94080) 

SHAFT, CONICAL ROLL 
23601835 (94080) 

BEARING, SLEEVE 
B69-3 (71041) 

RING, RETAINING 
23602260 (94080) 

INSULATOR, DISC 
23602267 (94080) 

RING, RETAINING 
5002-112 (79136) 

SETSCREW 

MS5 1965-57 (96906) 

RING, RETAINING 
MS16628-37 (96906) 

BEARING, BAIL. ANNULAR 
1614DC ( 7 IO 4 I) 

GEAR, WORM 

23602282 (94080) 

PIN, STRAIGHT, HEADLESS 2 Ho. 3-64, 5-8 in. lg 

92028260 (94080) 

SHAFT, GROOVED ROLL 
23601834 (94080 ) 

BEARING, SLEEVE 

B69-3 (71041) 

SCREW, MACHINE 

MS35273-38 (96906) 

WASHER, LOCK 

KS35338-41 (96906) 

WASHER. FLAT 

MS27183-3 (96906) 

RETAINER, FORWARD, BUSHING 
23602258 (94080) 

RETAINER, BUSHING t rear 

23602259 (94080) 


USABLE MEAS m 
ON UNI 


15-DAY ORGANIZATIONAL ILLUS- 
QTY MAINTENANCE ALW T RAT ION 

INC — | (b) j (c) T yj (a) I (b) 


FIG. ITEM 

1-5 6-20 21-50 51-100 no. no. 


EA 1 

EA 


1 



1 


9 6 

* * * 2 ? 

* * 2 9 8 
9 


EA 1 REF REF REF REF 9 18 

EA 1 9 19 

EA 1 9 20 

EA 1 REF RKF RIP RHP 9 21 


























(1) 

(2) 

(3) 



(5) 


(6) 


— 

.7, I 

SMR 

FEDERAL 

STOCK 

DESCRIPTION 


UNIT 

QTY 

INC 

15-DAY ORGANIZATIONAL 
MAINTENANCE ALW 

ILLUS- 

TRATION 


NUMBER 

REF NUMBER & MFR CODE 

USABLE 

ON 

CODE 

MEAS 

IN 

UNIT 

( 0 ) 

1*5 

(b) 

6*20 

(c) 

21*50 

(<D 

51-100 

(a) 

fig. 

NO. 

(b) 

item 

no. 

12 0 


PUTE, RETAINER* shaft 

23602264 (94080) 


EA 

1 





9 

27 

12 0 


NUT, SLOTTED 

23601659 (94080) 


EA 

1 





9 

28 

12 0 


RETAINER, BEARING 

23602261 (94080) 


EA 

1 





9 

29 

12 0 


RING, RETAINING 

NA510 (76665) 


EA 

1 





9 

30 

P 0 

3110-227-3038 

BEUUBG, BAIiLi annular 

77R3 (43334) 


EA 

1 

a 

a 

a 

* 

9 

31 

P 0 

3020-192-8727 

GEAR. WORM 

23602265 (94080) 


EA 

1 

* 

a 

# 

a 

9 

32 

P 0 

3120-762-6268 

BEARING, SLEEVE 

23603023 (94080 ) 


EA 

1 

* 

a 

a 

a 

9 

33 

12 0 


SETSCREW 

23601112 (94080) 


EA 

1 





9 

34 

22 0 


PIN, STRAIGHT, HEADLESS 

92028203 (94080) 


EA 

1 





9 

35 

22 0 


CATCH, ELBOW 

23602362 (94080) 


EA 

1 





9 

36 

22 0 


SPRING, HELICAL 

23601116 (94080) 


EA 

1 





9 

37 

22 0 


HOUSING, DRIVE ROLL 

23602279 (94080) 


EA 

1 





9 

38 

22 0 


POLL GUN* netal 

23511125 (94080) 


EA 

1 





10 


P 0 

3431-904-9082 

NOZZLE, ORIFICE 

23602154 (94080) 


EA 

1 

» 

a 

a 

a 

10 

1 

P 0 

5310-191-4104 

NUT, HEXAGON* collet 

23602155 (94080) 


EA 

1 

* 

* 

* 

a 

10 

2 

P 0 

3431-471-3065 

COLLET, MACHINE. SPHERICAL 

23602157 (94080) 


EA 

1 

• 

* 

a 

a 

10 

3 

P 0 

5310-191-4104 

LOCKNUT, BARREL 

23602149 (94080) 


EA 

1 

a 

* 

* 

a 

10 

4 

0 

5305-720-8657 

SCREW, MACHINE* b&ckplate mtg, slotted pan head. 

No. 6-32 thd else. 1/4 in. lg 

KS35273-26 (96906) 


EA 

2 





10 

5 

22 0 


PUTE, RETAINER* shaft 

23602169 (94080) 


EA 

1 





10 

6 

0 

5305-720-8657 

SCREW, MACHINE* drive roll, housing retainer mtg, 
slotted pan head. No. 6-32 thd slse, 1/4 In. lg 
MS352273-26 (96906) 


EA 

2 





10 

7 

22 0 


BRACKET, DOUBLE ANGLE 

23602166 (94080) 


EA 

1 





10 

8 

0 

5310-013-4530 

NUT, PLAIN* hexagon, handle mtg, No# 6-32 thd slse 
MS35649-62 (96906) 


EA 

3 





10 

9 

0 

5305-978-9349 

SCREW, CAP* socket head, handle mtg, No. 6-32 thd slse, 
5/8 In. lg 

MSI 6997-21 (96906) 


EA 

2 





10 

10 

0 

5305-942-2218 

SCREW, CAP* socket head, handle mtg. No. 6-32 thd slse, 
3/4 In. lg 

MS35273-25 (96906) 


EA 

1 





10 

11 

P 0 

3431-471-3064 

RETAINER, LINER 

23602153 (94080) 


EA 

1 

a 

* 

a 

a 

10 

12 






0) 

(2) 

(3) 


SMR 

CODE 

FEDERAL 

STOCK 

NUMBER 

DESCRIPTION 

USABLE 



REF NUMBER & MFR CODE 

ON 

CODE 



15-DAY ORGANIZATIONAL ILLUS* 

MAINTENANCE ALW T RATION 


(a) (b) (c) (d) (a) (b) 

FIG. ITEM 

1-5 6-20 21-50 51-100 N 0. NO. 


P 0 5360-762-6191 j 

C2 0 

P 0 5305-934-9672 

P 0 3431-471-3063 

P 0 5310-193-1028 

£2 0 

0 5305-610-2069 

0 5310-166-7454 

P 0 3431-471-3062 

P 0 

P 0 5940-500-7244 


P 0 5930-066-9327 

12 0 

0 5305-934-9672 

P 0 5310-193-1028 


0 5305-610-2069 

P 0 3431-471-3058 
P 0 5330-193-0977 
P 0 4720-192-6726 


SPRING, HELICAL 
23601116 (94060) 

SPRING, HELICAL 
23602173 (94080) 

SCREW, SHOtJLHSRi trigger atg, Bo* 6-32 thd sis® 
4319 (00141) 

TRIGGER, WELDING GDI 
23602147 (94060) 

WASHERs trigger »tg 
23602623 (94060) 

INSULATOR, PLATE 
23602167 (94060) 

SCREW, MACHINES terminal atg, slotted round heed, 
16. 6-32 thd else, 5/l6 In. lg 
HD6-32X5-16IHLG (70318) 

WASHER, LOCKs terminal atg, So. 6, Sjrp© A 
HS35338-41 (96906) 

CABLE ASSEMHLI, COBTROLs electrical 
23604562 (94060) 

CCMNECTCR, PLUGS electrical 
AM3106A16-22P (02660) 

TEBMDUL, LUG 
320662 (00779) 

CLAMP, CABLE 
97-3057-10-6 (02660) 

RXMG, RETAINING 
1-250 (79136) 

CABLE, CONTROLS electrical 
8453 (70903) 

SWITCH 

MS25253-4 (96906) 

PLATE ASSEMHLI, SWITCH AND TRIGGER 
23602172 (94060) 

SCREW, MACHINES wire atg, round head 
4319 (00141 ) 

WASHER, LOCKs wire atg 
23602623 (94080) 

WIRE ASSBKHU MANUFACTURE FRC84* 

WIRE, Bo. 18, 6 in. lg required 
FSN 6145-500-4779 

LUG, 1 KA 

FSN 5940-503-9995 

LUG, 1 EA 

FSN 5940-500-7244 

SCREW, CAPs barrel end transfer block atg, socket 
head. Bo. 6-32 thd eiae, 5/l6 in. lg 
92042824 (70318) 

NOZZLE AflfliBng.T 
23602158 (94080) 

GASKET, RUBBER 
23606191 (94060) 

HOSE ASSIMHLTs water in 
23602161 (94080) 


EA 1 * 

EA 1 

EA 1 

EA 1 

EA 1 

EA 1 

EA 2 

EA 2 


EA 2 

EA 1 

EA 1 

EA 1 

EA 1 

EA 1 


EA 

EA 1 


* * 10 13 

10 14 

10 15 
10 16 
10 17 

10 18 

10 19 

10 20 



2 10 

10 


10 

! 

10 22 
10 23 
10 24 

10 25 
10 26 


10 27 

10 28 
10 29 

10 30 





















0) 

(2) 

SMR 

CODE 

FEDERAL 

STOCK 

NUMBER 

12 0 


P 0 

5340-885-0085 

X2 0 


0 


0 


12 0 


P 0 

4720-192-8722 

12 0 


P 0 

5340-885-0086 

22 0 


22 0 


22 0 


22 0 


P 0 

3431-471-3057 

P 0 


P 0 


22 0 


22 0 


P 0 

3431-471-3056 

P 0 

3431-^71-3053 

22 0 


22 0 


22 0 


22 0 


22 0 


22 0 



DESCRIPTION 


(6) 

(7) 

15-DAY ORGANIZATIONAL 

illus- 

MAINTENANCE ALW 

tration 


REF NUMBER & MFR CODE 


GLAHD, HOSE 
8030246 (94080) 

BUSHING, MACHINE 
8030254 (94080) 

GLAND. HOSE 
23604954 (94080) 

COUPLING, HOSE 
23602345 (94080) 

FERRULE, HOSE 
624 (53477) 

HOSE, RUBBER 
95194805 (94080) 

HOSE ASSEMBLY, GAS 
23602160 (94080) 

GLAHD, HOSE 
8030245 (94080) 

BUSHING, MACHINE 
8030255 (94080) 

GLAND, HOSE 
8030273 (94080) 

COUPLING, HOSE 
8030277 (94080) 

FERRULE, HOSE 
769 (53477) 

HOSE, RUBBER 
95195024 (94080) 

CABLE ASSEMBLY! water out 
23602159 (94080) 

SLEEVE. TUBING 
23602163 (94080) 

BUSHING, MACHINE 
8030254 (94080) 

COUPLING, HOSE 
23602345 (94080) 

FERRULE, HOSE 
624 (53477) 

H0ZZL2, OUTLET 
23602343 (94080) 

HOZZLE, OUTLET 
23602344 (94080) 

CABLE. mcr.Tmar: 

95020060 (94080) 

HOSE, RUBBER 
95194805 (94080) 

BLOCK ASSEMBLY, BARREL AND TRANSFER 
23602177 (94080) 

PLUG ASSEMBLY 
23602683 (94080) 

PIN, STRAIGHT, HEADLESS 
92026015 (94080) 

NUT, PLAIN, CAP 
23602170 (94080) 


USABLE ME AS ,N ^ ( c ) (<0 (a) (b) 

ON UNIT FIG. , TEm 

code 1-5 6-20 21-50 51-100 no. no. 


EA 1 10 

EA 1 REF REF REF REF 10 


EA 1 

EA 


* 10 31 

10 


EA 1 REF REF REF REF 10 

EA 1 10 

EA 1 10 

EA 2 


EA 1 * * * * 10 32 

EA 1 * * * * 10 

EA 1 REF REF REF REF 10 


EA 1 * * * *10 


* * * * 10 


EA 1 

EA 1 



10 33 

10 34 
10 35 

10 36 























t 


FEDERAL 

STOCK 

NUMBER 


DESCRIPTION 


15-DAY ORGANIZATIONAL ILLUS* 


0 531 0-01 >4530 

12 0 


REF NUMBER & MFR CODE 


LOCK, ROLL, HOUSING 
23602168 (94080) 

SPRING, HELICAL 
2360217 3 (94080) 

HANDLE ASSEMBLY. LEFT HAND 
23602164 (94080) 

INSERT SCREW* No, 6-32 thd size 
MS35649-62 (96906) 

INSERT, SCREW 
SI 3832-1 2 (73957) 

HANDLE ASSEMBLY. RIGHT HAND 
23602165 (94080) 

(Components same as HANDLE ASSEMBLY, LEFT HAND, 
Part No. 23602164) 

WRENCH ASSEMBLY, INNER BARREL 
8329264 (94080) 


UNIT 

QTY 

INC 

MAINTENANCE ALW | 

TRATION 

OF 

USABLE MEAS 
ON 

CODE 

IN 

UNIT 

(a) 

1-5 

(b) (c) 

6-20 21-50 

W) 

51-100 

(a) 

FIG. 

NO. 

(b) 

ITEM 

NO. 

EA 

1 




10 

37 

EA 

1 




10 

38 

EA 

1 




10 

39 

EA 

1 




10 

40 

EA 

1 




10 

41 

EA 

1 




10 

42 


GROUP 06 - CONTROL 






X2 0 

P 0 6240-194-5984 

P 0 

0 5305-226-7221 

0 5310-045-3289 

12 0 

P 0 5920 - 190-7325 

12 0 

0 5310-045-3299 

0 531 0-01 >4534 

P 0 5960-882-0190 

P 0 5960-107-7583 

P 0 5960-179-4446 

P 0 5960-188-3567 

0 5305-958-3048 

0 5310-582-5965 


CONTROL 

23510504 (94080) 

LAMP 

50ARS1 25V50W (08808) 

SWITCH, TOGGLE 
8801 (27191) 

SCREW, MACHINE* svitch bracket mtg, No. 8-32 thd size, 
3/8 in. lg 
MS3527>43 ( 96906 ) 

WASHER, LOCK* switch bracket mtg, screw size No. 8 
MS35338-42 (96906) 

BRACKET, SWITCH 
23600472 (96906) 

FUSE, CARTRIDGE 
FNM10 (71400) 

FUSEH OLDER 
4575 (71400) 

WASHER, LOCK* terminal atrip mtg, No. 6 screw size 
MS35338-42 (96906) 

NUT, PLAIN, HEXAGON* terminal atrip mtg. No. 6-32 thd 
size 

MS35649-62 (96906) 

TUBE, ELECTRON 
C3J (80098) 

TUBE, ELECTRON 
5Y3GT (03507) 

tube, electron 
12AT7 (81349) 

TUBE, ELECTRON 
MILE1-195B0B3 (81349) 

SCREW, MACHINE: control assembly mtg, No. 1/4-20 thd 
size, 1 l /4 in. lg 
MS3527>84 (96906) 

WASHER, LOCK: control assembly mtg, screw size l/4 in. 
MS35338-44 (96906) 


EA 1 

EA 1 * 2 2 4 11 1 


EA 2 

EA 1 


EA 1 

EA 2 

EA 4 
EA 4 


11 13 
11 14 

4 8 11 15 

11 16 


* 2 2 4 12 1 

* 2 2 4 12 2 

* 2 2 4 12 3 

2 2 4 8 12 4 


11 



(1> 

(2) 

(3) 


(4) 

(5) 

— 

(6) 

— 

T 

a) i 

SMR 

CODE 

FEDERAL 

STOCK 

DESCRIPTION 


UNIT 

QTY 

INC 

15-DAY ORGANIZATIONAL 
MAINTENANCE ALW 

ILLUS- 

TRATION 


NUMBER 

REF NUMBER & MFR CODE 

USABLE 

OH 

CODE 

MEAJ 

,N 

UNIT 

(o) 

1-5 

(b) 

6-20 

(c) 

21-50 

<d) 

51-100 

(a) 

FIG. 

NO. 

(b) 

ITEM 

NO. 

22 0 


CGBFTRQL ASSEMBLY: motor speed 

23601040 (94080) 


XA 

1 





12 

9 

P 0 

5920-280-8344 

FUSE, CARTRIDGE: 1/4 tap 

AGC1-2 (71400) 


EA 

1 

• 

2 

2 

4 

12 

20 

22 0 


FUSES OLDER 

23601021 (94080 ) 


EA 

1 





12 

21 

0 

5305-839-4513 

SCREW, MACHINE: fuaeholder ®tg, Bo* 6-32 thd also, 

3/8 in* lg 

MS35273-28 (96906) 


EA 

1 





12 


22 0 


WASHES, SHCOLDER 

7856 (04941) 


EA 

1 





12 


0 

5310-013-4530 

NUT, PLAIN, HEXAGON: fuseholder atg. Bo. 6-32 thd size 
MS35649-62 (96906) 


EA 

1 





12 


12 0 


NUT, SHAFT, SPRING: printed viring board atg 

C1248-8A1 (78553) 


EA 

6 





12 


P 0 

6210-087-6371 

LIGHT, INDICATOR 

193202-537 (72619) 


EA 

1 

• 

# 

• 

» 

13 

1 

P 0 

6240-143-3060 

LAMP 

MSI 5567-1 (72619) 


EA 

1 

» 

ft 

» 

2 

13 


P 0 

5930-050-2696 

SWITCH, TOGGLE 

8822X8 (27191) 


EA 

1 

* 

« 

» 

2 

13 

2 

MF 0 


WIRING HARNESS: current relay MANUFACTURE FROM: 


EA 

1 





13 

4 



WIRE, 47 in. required 

FSH 6145-545-6226 












terminal, 3 ea 

FSH 5940-115-2556 










12 0 


TERMINAL, LUG 

325 (78263) 


EA 

2 





14 

2 

P 0 

5340-885-0085 

BUSHING, MACHINE 

8030254 (94080) 


EA 

1 

REF 

REF 

REF 

REF 

14 

4 

0 

4730-871-5133 

GLAND, HOSE 

8030247 (94080) 


EA 

1 





14 

5 

P 0 

5975-284-6628 

BUSHING, STRAIGHT CABLE 

DB438 (49367) 


EA 

2 

* 

* 

• 

* 

14 

6 

22 0 


NUT, PLAIN, KNURLED 

BB4B (49367) 


EA 

1 





14 

8 

X2 0 


BUSHING, RUBBER 

DB4E (49367) 


EA 

1 





14 


P 0 

6150-479-3418 

CABLE ASSEMBLY: power 

8341094 (94080) 


EA 

1 

• 

ft 

« 

« 

14 

9 

P 0 

5935-539-2854 

CONNECTOR, PLUG: electrical 

5266 (74545) 


EA 

1 

• 

• 

ft 

ft 

14 


22 0 


HUT, PLAIN, KNURLED 

1 1NSTLCADFL (70318) 


EA 

2 





14 

10 



GROUP 07 - WIRE FEEDER 










P 0 

3431-471-3071 

WIRE FEEDER 

23511100 (94080) 


EA 

1 

* 

ft 

• 

« 



22 0 


PIN, HINGE 

23602199 (94080) 


EA 

1 





15 

1 

22 0 


COVER, WIRE FEEDER 

23602211 (94080) 


EA 

1 





15 

2 




(1) 

(2) 

(3) 


(4) 

(5) 

(6) 

r~ 

F-1 

SMR 

FEDERAL 

STOCK 

DESCRIPTION 


UNIT 

QTY 

INC 

15-DAY ORGANIZATIONAL 
MAINTENANCE ALW 

ILLUS- 

TRATION 

CODE 

NUMBER 

REF NUMBER & MFR CODE 

USABLE 

ON 

CODE 

OF 

MEAS 

IN 

UNIT 

(a) 

1-5 

(b) 

6-20 

(c) 

21-50 

(<D 

51-100 

(a) 

FIG. 

NO. 

(b) 

ITEM 

NO. 

0 

5315-039-5579 

PIN, STRAIGHT, HEADLESS 

52-02B1 25-0750 (72962) 


EA 

2 





16 

18 

0 


SCREW, MACHINE: spring adjustment, fillister head, 
brass. No. 10-24 thd size, 3/4 in. lg 

MS9316-07 (96906) 


EA 

1 





17 

1 

0 

5310-012-0364 

NUT, PLAIN: adjusting screw, jam, No. 10-24 thd size 
MS35649 (96906) 


EA 

1 





17 

2 

X2 0 


SPRING, HELICAL 

23602197 (94080 ) 


EA 

1 





17 

3 

0 


NUT, SHAFT: spring, 10-32 thd size 

C9031-10ESE (78553) 


EA 

2 





17 

4 

0 


SCREW, MACHINE: slotted round head, No. 8-32 thd size, 
7/8 in. lg 

MS3 5273-48 (96906) 


EA 

1 





17 

5 

X2 0 


CLEVIS, BACK SPRING 

23602196 (94080) 


EA 

1 





17 

6 

X2 0 


BLOCK, BACK SPRING 

23602195 (94080) 


EA 

1 





17 

7 

X2 0 


PLATE, INSTRUCTION 

23600917 (94080 ) 


EA 

1 





17 

8 

0 

5310-013-4530 

NUT, HEXAGON: reel base mtg, No. 6-32 thd size 

MS3 5649-62 (96906) 


EA 

2 





17 

9 

0 

5305-947-6974 

SCREW, MACHINE: reel base mtg, flat head slotted, 

No. 6-32 thd size. 1 in. lg 

MS35273-34 (96906) 


EA 

2 





17 

10 

0 

5305-839-4513 

SCREW, MACHINE: brake shoe cover mtg, flat head, 

No. 6-32 thd size. 3-8 in. lg 

MS3 5273-28 (96906) 


EA 

2 





17 

15 

0 

5310-013-4530 

NUT, PLAIN, HEXAGON: brake shoe cover mtg. No. 6-32 
thd size 

MS35649-62 (96906) 


EA 

2 





17 

16 

12 0 


COVER, BRAKE SHOE 

23601092 (94080) 


EA 

1 





17 

17 

P 0 

3431-471-3061 

SHOE, BRAKE 

23602202 (94080) 


EA 

1 

« 

* 

# 

# 

17 

18 

0 


SCREW, MACHINE: clevis yoke mtg, round head, No. 5-40 
thd size, 1 l/4 in. lg 

N05-40X11-4INLGS (70318) 


EA 

1 





17 

19 

0 


NUT, SELF-LOCKING, HEXAGON: brake arm mtg, No. 10-24 
thd size 

22M04 (72962) 


EA 

1 





17 


0 

5310-809-8546 

WASHER, FLAT: brake arm mtg, screw size No. 10 

MS271 83-8 (96906) 


EA 

2 





17 


0 

5305-855-0956 

SCREW, TAPPING; thread forming, reel base mtg, No. 10 
thd size, 5/8 in. lg 

MS24629-47 (96906) 


EA 

3 





17 


0 

5310-186-7454 

WASHER, LOCK: brake shoe cover mtg, No. 6 screw size 

MS3 5338-41 (96906) 


EA 

2 





17 


0 

5310-596-6870 

NUT, SELF-LOCKING, HEXAGON: clevis yoke mtg, No. 5-40 
thd size 

22M50 (72962) 


EA 

1 





17 


0 

5310-082-1404 

WASHER, FLAT: clevis yoke mtg, screw size No. 5 

MS271 83-6 (96906) 


EA 

2 





17 


12 0 


NUT, UNION 

23601134 (94080) 


EA 

1 


! 



18 

1 


13 



FEDERAL 

STOCK 

NUMBER 


P 0 3432-911-9879 


0 5305-814-4065 


0 5310-045-3296 


DESCRIPTION 


P 0 3030-953-5789 


0 5305-068-9186 


0 5310-045-3296 


P 0 5340-226-9979 


P 0 5340-855-7747 


0 I 5305-068-9186 I 


0 5310-045-3296 


P 0 5340-220-9979 


, P 0 5340-855-7747 


0 5305-068-9186 


0 5310-045-3296 


P 0 5315-234-7455 


REF NUMBER & MFR CODE 


CAP-PLUG 
23602201 (94080) 

SCREW, CAP, HEIAGON H E AD * motor mtg, No® 10-24 thd 
sise, 3/4 in. lg 
MS9316-07 (96906) 

WASHER, LOCK* aotor mtg. No. 10 screw size 
MS35338-43 (96906) 

SPACER, PLATE, MOTOR 
23600910 (94080) 

MOTOR ASSEMBLY, WIRE FEEDER 
23602208 (94080) 

BELT, POSITIVE DRIVE 
9461X1-4XR5D0 (70318) 

SCREW, MACHINE 1 cover mtg, fillister head. No. 10-24 
thd sise, 5/8 in. lg 
MS35273-64 (96906) 

WASIER, LOCK: cover mtg, screw sise No. 10 
MS35338-43 (96906) 

COVER 

23600841 (94080) 

RING, RETAINING 
5002-137 (79136) 

RING, RETAINING 
5101-56 (79136) 

PIN, GROOVED 
N01-8INDIAT7-8IN (70318) 

SETSCREW 

N07-16-10X1-2INL (70318) 

SCREW, MACHINE: cover mtg, fillister head. No. 10-24 
thd sise, 5/8 in. lg 
MS35273-64 (96906) 

WASHER, LOCK* cover mtg, screw sise No. 10 
MS35338-43 (96906) 

COVER 

23600841 (94080) 

RING, RETAINING 
5002-137 (79136) 

RING, RETAINING 
5101-56 (79136) 

PIN, GROOVED 

N01 -8INDIAX7-8IN (70318) 

SCREW, MACHINE* cover mtg, fillister head. No. 10-24 
thd sise, 5/8 In. lg 
MS35273-64 (96906) 

WASHER, LOCK* cover mtg, screw sise No. 10 

MS35338-43 (96906) 

SCREW, DRIVE 
N06X3-8INLGSTLCA (7031 8) 

PIN, STRAIGHT, REAnT.ras 
52-028-125-0625 (72962) 

SCREW, MACHINE* hexagon head, locking stud mtg. 

No. 10-24 thd sise, 5/16 in. lg 
MS35273-60 (96906) 


USABLE MEAS 1N (o > M < c ) ( d ) (o) (b) 

ON UNIT ' 

rnrir l_c or ii.tn r* im *TEM 

















(1) 

(2) 

(3) 


(4) 

(5) 

— 

(6) 

— 



SMR 

FEDERAL 

STOCK 

DESCRIPTION 


UNIT 

OTY 

INC 

15-DAY ORGANIZATIONAL 
MAINTENANCE ALW 

ILLUS- 
TRATION ] 


NUMBER 


USABLE 

OF 

MEAS 

IN 

(a) 

(b) 

(c) 

(<U 

(a) 

(b) 



REF NUMBER & MFR CODE 

ON 

CODE 


UNIT 

1-5 

420 

21-50 

51-100 

FIG. 

NO. 

ITEM 

NO. 

0 

531 0-809-3546 

WASHER, FLAT i locking stud Mtg, Ho® 10 gorw sis© 
MS27183-6 (96906) 


EA 

1 





19 

53 

P 0 

5307-938-6263 

STOD, LOCKING 

23602593 (94080) 


EA 

1 

* 

* 

» 

» 

19 

54 

0 

5310-582-5965 

WASHER, LOOK: inl«t housing mtg, Bo. 1/4 in. ocrov else 
MS35338-44 (96906) 


EA 

2 





19 

57 

o 

5310-823-8803 

WASHER, FLAT* inlot housing mtg, Ho® 1/4 in® screw sis® 
MS271 83-21 (96906) 


EA 

2 





19 

58 

12 0 


STUD, POSITIVE LOCK* bottom coirer 

02 (82240) 


EA 

2 





20 

1 

12 0 


PAPER, FISH 

23600920 (94080) 


EA 

1 





20 

2 

P 0 

5325-429-2462 

GROMMET, ROBBER 

Z2029 (76385) 


EA 

2 

ft 

# 

* 

* 

20 

4 

12 0 


CAP AND CHAIN ASSEMBLY 

MS25G43-16G (96906) 


EA 

1 





20 

12 

12 0 


CONNECTOR* hose, water drain from gun 

23600938 (94080) 


EA 

1 





20 

17 

0 

5310-068-5285 

WASHER, FLAT 

MS271 83-20 (96906) 


EA 

1 





20 

18 

12 0 


CONNECTOR* hose, water outlet to gun 

8030256 (94080) 


EA 

1 





20 

19 

0 

5305-942-2218 

SCREW, MACHINE * stop mtg, Ho. 6-32 thd else, 3/4 in® lg 
MS35273-25 (96906) 


EA 

4 





20 

20 

o 

5310-082-1404 

WASHER, FLAT: stop mtg. Ho® 6 screw sise 

MS27183-6 (96906) 


EA 

4 





20 

21 

12 0 


STOP* connector, hose, gas 

23601871 (94080) 


EA 

1 





20 

22 

X2 0 


CONNECTOR* hose, gas 

23600940 (94080) 


EA 

1 





20 

23 

0 

5305-978-9379 

SCREW, CAP* bow handle mtg, socket head, 1/4-20 thd else, 
5/8 in. lg 


EA 

2 





20 

24 



MSI 6997-59 (96906) 










0 

5310-582-5965 

WASHER, LOCK* bow handle mtg, screw sise l/4 in. 
MS35338-44 (96906) 


EA 

2 





20 

25 

P 0 

4730-871-5153 

GLAND, HOSE 

8030247 (94080) 


EA 

2 

REF 

REF 

REF 

REF 

21 

1 

P 0 

5340-885-0085 

BOSHING, MACHINE 

8030254 (94080) 


EA 

1 

REF 

REF 

REF 

REF 

21 ; 

2 

P 0 

5340-885-0085 

BOSHING, MACHINE 

8030255 (94080) 


EA 

1 

REF 

REF 

REF 

REP 

21 j 

3 

X2 0 


CONNECTOR, WATER 

23600939 (94080) 


EA 

1 





21 

7 

0 


NOT, JAM* hexagon. brass. Ho® 3/4-16 thd sis*© 

NQ3-4-16BRS (70318) 


EA 

1 





21 

8 

12 0 


NOT, TUBE 

23900209 (94080) 


EA 

2 





21 

9 

P 0 

4810-192-9170 

VALVE, SOLENOID 

26300A (38508) 


EA 

2 

» 

• 

« 

* 

21 

14 

12 0 


NIPPLE, PIPE 

23600925 (94080) 


EA 

1 





.21 

15 

0 


NOT, JAM* hexagon, brass, No® 9/16-18 thd sise 

H09-1 6-1 8BRS (70318) 


EA 

1 






21 

16 


15 



FEDERAL 

STOCK 

NUMBER 


DESCRIPTION 


REF NUMBER & MFR CODE 


15-DAY ORGANIZATIONAL ILLUS- 
UNIT QT / MAINTENANCE ALW T RATION 

OF ,N< - — 

USABLE MEAS lN ^ M (°) (b) 

0N UNIT FIG ITEM 

CODE 1-5 6-20 21-50 51-100 no.* no 


P 0 4720-192-8699 


0 5305-725-4092 


0 5305-719-5346 


P 0 5325-640-9986 


P 0 5935-401-7485 


0 5305-969-6487 


P 0 1220-854-9882 


0 5325-599-9153 


HOSE ASSEMBLY, NONMETALLIC 
23600898 (94080) 

SCREW, CAP* hexagon head, brass. Ho. 5/8-18 thd size. 

1 in. lg 

MS90726-158 (96906) 

WASHER, LOCK* screw size 5/8 
MS35338-50 (96906) 

SETSCREW 

MS51963-35 (96906) 

GRCMMET, RUBBER 
2092 (70485) 

CONNECTOR* electrical receptacle 
97-31 02A24-5P432 (02660) 

SCREW, MACHINE* solenoid valve Mtg, No. 10-32 thd size. 
1/4 in. lg 
MS35266-59 (96906) 

NIPPLE* gas hose connection 
8030257 (94080) 

GROMMET, RUBBER* electrical wire 
546 (70485) 


P 0 5930-050-2696 


P o 5930-050-2699 


SWITCH, TOGGLE* motor control, remote 
8822 SB (27191) 

SWITCH, TOGGLE* motor control, pull 
8824 (27191) 


2 22 1 















(1) 

(2) 

(3) 


(4) 

(5) 

r 

(6) 


(7) 

(8) 

SMR 

FEDERAL 

DESCRIPTION 




30- DAY DS MAINT 
ALLOWANCE 

1-YR 

ALW 

ILLUS- 

TRATION 

CODE 

STOCK 


USABLE 

ON 


QTY 

INC 







NUMBER 


UNIT 

(a) 

(b) 

(c) 

100 

(a) 

(b) 



REF NUMBER & MFR CODE 

CODE 

OF 

IN 

1-20 

21-50 

51-100 

EQUIP 

FIG. 

ITEM 



MEAS 

UNIT 

CNTGY 

NO. 

NO. 



SECTION V- REPAIR PARIS FOE DIRECT SUPPORT MAXWTMMJE 












GROUP 01 - HOSES AID CABLES 










P 0 

4730-671-5153 

GLAND, HOSE 

8030247 (94080) 


EA 

4 

2 

2 

2 

25 

1 

1 

P 0 

5340-865-0085 

BUSHING, MACHINE 

8030254 (94080) 


EA 

2 

2 

2 

2 

25 

1 

2 

P 0 

5340-685-0086 

BUSHING, MACHINE 

8030255 (94080) 


EA 

2 

2 

2 

2 

25 

1 

3 

P 0 

3439-885-0088 

HOSE, GAS* 50 feet 

9082210 (94080) 


EA 

1 

* 

ft 

2 

6 

1 

4 

P 0 

3439-885-0089 

HOSE, WATER* 60 feet 

9083210 (94080) 


EA 

1 

* 

« 

2 

6 

1 

5 

P 0 

5940-271-6746 

TERMINAL, LUG 

13230200 (94080) 


EA 

5 

# 

2 

2 

18 

1 

6 

P 0 

3439-885-0091 

CLAMP, GROUND 

GC3 (74936) 


EA 

1 

* 

« 

2 

9 

1 

7 

P 0 

3439-885-0090 

CABLE, WELDING 

13222000 (94080) 


EA 

1 

* 

ft 

2 

7 

1 

8 

12 0 


HOSE AND CABLE KIT 

23602204 (94080) 


EA 

1 





1 


P 0 

4720-459-2690 

HOSE ASSEMBLY, WATER 

23600979 (94080) 


EA 

1 

« 

* 

2 

9 

1 

9 

22 0 


GLAND, HOSE 

8030247 (94080) 


EA 

2 





1 


22 0 


BUSHING, MACHINE THREAD 

8030254 (94080) 


EA 

2 





1 


22 0 


HOSEi 50 feet lg 

9083210 (94080) 


EA 

1 





1 


22 0 


FERRULE, HOSE 

GG (53477) 


EA 

2 





1 


P 0 

3431-471-3070 

WIRING HARNESS 

23602206 (94080) 


EA 

1 

« 

ft 

2 

9 

1 

10 

22 0 


TERMINAL, LUG 

35559 (00779) 


EA 

16 





1 

11 

12 0 


CLAMP, CABLE 

AN3057-16 (02660) 


EA 

1 





1 

12 

22 0 


ADAPTER, CLAMP TO CABLE 

AN0O55-28-1 6 (02660) 


EA 

1 





1, 

13 

22 0 


CONNECTOR, ELECTRICAL: plug 

KS3106A24-5S (96906) 


EA 

1 





1 

14 

22 0 


CABLE ASSEMBLY: electrical 

23602213 (94080) 


EA 

1 





1 

15 

22 0 


CABLE, ELECTRICAL 

SI-58274 (03507) 


EA 

1 





1 




GROUP 02 - PRESSURE REGULATOR AND GAS CYLINDER 










P 0 

3439-885-0087 

ADAPTER, FLOW: pressure regulator. Argon gas, 50 ofh 
8301976 (94080) 


EA 

1 

» 

ft 

2 

10 

2 

1 

P 0 

3439-886-3411 

REGULATOR, FIXED-PRESSURE: single-stage. Argon gas 

8068054 (94080) 


EA 

1 

* 

2 

2 

15 

2 

2 


17 



federal 

STOCK 

NUMBER 


DESCRIPTION 


REF NUMBER & MFR CODE 



30-DAY DS MAIN T l-YR |LLU$- 

ALLOWANCE ALW TRATION 

per ___ 

£QUIP F| G- ITEM 
51-100 CNTGY NO. NO. 


P 0 3431-471-3067 


P 0 6685-470-6231 


GLAND AS SEMB LY. INLET : pressure regulator 
8301683 (94080) 

NUT, INLET CONNECTOR 
8303322 (94080) 

GAGE, PRESSURE, DIAL INDICATOR 
8410127 (94080) 

ADAPTER, CYLINDER TO REGULATOR 
8390065 (94080) 

ARGON, TECHNICAL, WATER PUMP* 220 cu ft cylinder 
A18455 (81349) 

CYLINDER, COMPRESSED GAS* Argon 
9998605 (94080) 


EA 4 


GROUP 03 - CONTACTOR 


| P 0 5950-401-7514 


P 0 5945-412-0583 


CONTACTOR* 600 amp 
23540102 (94080) 

COIL, MAGNET 
23601873 (94080) 

CONTACT, ELECTRICAL 
23601874 (94080) 

CABINET 

8990EQ1990G2 (90211) 


GROUP 04 - WATER CIRCULATION UNIT 


0 531 0-767-0445 


0 5310-407-9566 


0 5306-225-8497 


0 5310-081-4219 

P 0 2930-192-9307 

0 4730-631-1267 

P 0 4730-200-0257 


0 5975-548-6520 

P 0 5330-621-9292 


CIRCULATOR UNIT, WATER* heavy duty, 10 gal 
23040171 (94080) 

NUT, PLAIN, HEXAGON i motor and pimp mtg, 5/16-18 thd else 
MS51971-2 (96906) 

WASHER, LOCK: motor mtg, No, 5/l6 screw size 

MS3 5338-45 (96906) 

SCREW, MACHINE* motor mtg. No. 5/16-18 thd size, 3/4 in. 
MS90725-32 (96906) 

WASHER, FLAT* motor mtg, No. 5/16 screw size 
MS27183-12 (96906) 

MOTOR AND PUMP ASS2MBLY 
23101899 (94080) 

COUPLING, TUBE 
268P (30327) 

adapter, bushing 
3206X4 (79470) 

ELBOW, STREET 
1 25BRZ45BEG1 - 4 NF (74928) 

BUSHING ASSEMBLY, CABLE 
DBS (49367) 

NUT, PLAIN, KNURL 
DB9B (49367) 

BUSHING, RUBBER 
DB9E (49267) 

ADAPTER, BUSHING 
DB9A (49367) 


EA 4 


EA 4 


r 








(1) 

(2) 

(3) 


(4) 

( 5 ) 

r~ 

(«) 


(7) 

(8) 

SMR 

FEDERAL 

STOCK 

DESCRIPTION 

USABLE 

ON 

CODE 


QTY 

INC 

IN 

UNIT 

30-DAY DS MAINT 
ALLOWANCE 

1-YR 

ALW 

ILLUS- 

TRATION 


NUMBER 

REF NUMBER & MFR CODE 

UNIT 

OF 

MEAS 

(a) 

1-20 

(b) 

21-50 

(c) 

51-100 

100 

EQUIP 

CNTGY 

( 0 ) 

FIG. 

NO. 

(b) 

ITEM 

NO. 

X2 0 


LOCKNUT t electrical conduit 

92010026 (94080) 


EA 

2 





4 

10 

P 0 

6150-479-3419 

CABLE ASSIMBLY ; electrical power 

23101034 (94080) 


EA 

1 

* 

* 

2 

7 

4 

11 

P 0 

5940-503-9995 

TERMINAL, LUG 

MS25036-1 (96906) 


EA 

3 

* 

« 

2 

9 

4 

12 

P 0 

6150-479-3420 

CABLE: electrical power 

8284358 (94080) 


EA 

1 

* 

ft 

2 

7 

4 

13 

P 0 

2930-192-9321 

PUMP, COUPLING AND ADAPTER 

1-1-2CCC991-10 (44408) 


EA 

1 

« 

ft 

2 

9 

5 


0 

5305-086-8620 

SCREW, MACHINE: body mtg 

A5013 (44408) 


EA 

5 





5 

1 

XI 


BODY 

C5023 (44408) 


EA 

1 





'5 

2 

F 0 

4320-960-5452 

GASKET 

A5226 (44408) 


EA 

2 

ft 

* 

2 

9 

5 

3 

12 0 


SHAFT ASSIMBLY, IDLE 

A6311 (44408) 


EA 

1 





5 

4 

12 0 


NUT, PLAIN: cover mtg 

A50515 (44408) 


EA 

1 





5 

5 

12 0 


WASHER, LOCK: cover mtg 

A 5016 (44408) 


EA 

1 





5 

6 

12 0 


SCREW, CAP: cover mtg 

A5014 (44408) 


EA 

1 





5 

7 

X2 0 


COUPLING ASSEMBLY 

A6239 (44408) 


EA 

1 





5 

8 

XI 


SHAFT ASSEMBLY: drive 

A6310 (44408) 


EA 

5 





5 

9 

X2 0 

1 

BEARING, SLEEVE 

A5024 (44408) 


EA 

i 4 





5 

10 

■ 

12 0 

1 

SEAL, PLAIN 

A5007 (44408) 


EA 

1 





5 

11 

XI 


COVER 

C5002 (44408) 


EA 

1 




■ 

5 

12 

12 0 


SCREW, CAP, HEXAGON HEAD 

A5411 (44408) 


EA 

4 

. 

i 



5 

13 

X2 0 


ADAPTER, C FLANGE 

C6145 (44408) 


EA 

1 





5 

14 

P 0 

6105 - 407-0952 

MOTOR, AC: M 56 C frame 

TYPECS1-4HP1725R (503 80) 


EA 

1 

ft 

# 

2 

8 

6 


X2 0 


SCREW: capacitor housing mtg 


EA 

2 





6 

1 

P 0 

5910-868-3005 

CAPACITOR 

161497 (50380) 


EA 

1 

* 

* 

2 

9 

6 

2 

X2 0 


HOUSING: capacitor 

39A (50330) 


EA 

1 





6 

3 

P 0 


SCREW, ROUND HEAD: self-tapping, terminal cover mtg. 
No. 8-32 thd size, 3/8 in. lg 

MS24650-33 (96906) 


EA 

2 

* 

ft 

ft 

1 

6 

4 

X2 0 


COVER, TERMINAL 

24A04 (50380) 


EA 

1 





6 

5 

P 0 

5930-401-7494 

SWITCH, TOGGLE 

171A02 (50380) 


EA 

1 

* 

ft 

2 

9 

6 

6 


19 









(1) 


SMR 

CODE 


( 2 ) 


FEDERAL 

STOCK 

NUMBER 


(3) 


5305-954-4260 


X2 0 


P 0 


P 0 


4730-192-8697 

4730-631-1267 

5305-854-6688 

| 4730-350-8636 

I 4730-195-5797 


DESCRIPTION 

REF NUMBER & MFR CODE 


STUDS, FIELD 
58647 (50380) 

""-tappH*, -witch pl.f 
tendaai assembly Boontlng, So. 8-32 thd sit*, 3/8 

MS24650-33 (96906) 

SWITCH PLATE ADD TEHKDUL ASSBraj 
79B (50380) “““““ 

SHIELD, END 
1B04 (50380) 

SHIELD, END 
6B02 (50380) 

BUSHING, SHAFT 1 bearing re taine r 
A5Q24 (44408) ^ 

bearing, ball 

51881 (50380) 

SWITCH ASSEMBLY s rotating 
26P03 (50380) 

FAN 

49A02 (50380) 

FRAME, MOTOR 
156B03 (50380) 

COVER ASSEMBLY 
23101896 (94080) 

ELBOW, ROBBER 

40FVC1 -2NPT80DEG (74928) 

VALVE, RELIEF! 1/4 NPT, 1/2 HPTF 
FIG41-1-4-40 (34494) 

NIPPLE, PIPE 
8342293 (94080) 

NIPPLE, HOSE 
8030256 (94080) 

COUPLING, TUBE 
268P (30327) 

SCREW, TAPPING: block *tg 
HS24617-34 (96906) 

BLOCK, WATER FLOW 
23101796 (94080) 

button, plug 
SS50890 (30580) 

TUBING, PLASTIC 
23101897 (94080) 

TUBING AND STRAINER ASSEMBLY 
23101802 (94080) 

STRAINER, SUCTION LINE 
23101793 (94080) 

TUBING, PLASTIC 
8640 (11005) 

CLAMP, MOUNTING! teak holddown 

23 TOI 654 (94080) 

TANK, WATER 
23101767 (94080) 


H 

USABLE 

ON u " 

C0DE « E “ 

(5) 

QTY 
T INC 
IN 

S UNIT 

(6) 

30* DAY DS MAINT 
ALLOWANCE 

(7) 

1-YR 

ALW 

(•) 

illus- 

tration 

(a) (b) 

1-20 21-5 

(c) 

0 51-10 

lOo” 
EQUIP 
0 CNTG1 

(a) 

FIG 

NO 

i 

EA 

I 

■ 



< 


EA 

3 

* » 

* 

1 

6 

8 

EA 

1 




6 

9 

EA 

1 




6 

10 

EA 

1 




6 

11 

EA 

1 




6 

12 

EA 

2 




6 

13 

EA 

1 




6 

14 

EA 

D 




6 

15 


1 




6 

16 

19 

■ 




7 

1 

EA 

D 




7 

2 

EA 

1 

* * 

2 

6 

7 

3 

EA 

1 




7 

4 

EA 

2 

» » 

2 

9 

7 

5 

EA 

1 

* * 

2 

6 

7 

6 

EA 

1 




7 

7 

EA 

1 




7 

8 

EA 

2 

* * 

2 

9 

7 

9 

EA 

1 

* 2 

2 

12 

7 

10 

EA 

1 

* 2 

2 

12 

7 

11 

EA 

1 




7 

12 

EA 

1 




7 

13 

EA 

4 




7 

14 

EA 

1 




7 

15 


















r 

0) 

(2) 

(3) 


(4) 

(5) 

r 

( 6 ) 


(7) 

(8) 

SMR 

CODE 

FEDERAL 

STOCK 

DESCRIPTION 

USABLE 

ON 

CODE 


GTY 

30-DAY ds maint 
ALLOWANCE 

l-YR 

ALW 

ILLUS- 

TRATION 



NUMBER 

REF NUMBER & MFR CODE 

UNI1 

OF 

MEA! 

INC 

IN 

UNIT 

(a) 

1-20 



100 

EQUIP 

CNTGY 

I 

Cb) 

ITEM 

NO. 




GROUP 05 - GUM ASSEMBLY 










P 

0 

3431-471-3060 

POLL GOT ASSEMBLY! natal 

23511150 (94080) 


EA 

1 

* 

« 

' 2 

8 

8 


P 

0 

3431-904-7357 

TUBE, CONTACT* .035 dia wire 

23602115 (80382) 


EA 

1 

40 

84 

168 

2000 

8 

1 

P 

0 

3431-930-8256 

TUBE, CONTACT! 1/16 in* 8ia vim 

23602135 (80382) 


EA 

1 

40 

84 

168 

2000 

8 

1 

P 

0 

5970-489-0519 

SLEEVE, GUIDE* outlet, .035 dia wlr© 

23602275 (94080) 


EA 

1 

4 

8 

17 

200 

8 

2 

P 

0 

5365-224-1154 

SLEEVE, GUIDE: outlet, l/l6 in. dia wire 

23602276 (94080) 


EA 

1 

4 

8 

17 

200 

8 

2 

P 

0 

5365-191-8310 

BUSHING, GUIDE* outlet, .035 in. dia wire 

23601086 (94080) 


EA 

1 

2 

4 

8 

100 

8 

3 

P 

0 

5365-402-5881 

BUSHING, GUIDE* outlet, l/l6 in. dia wire 

23601076 (94080) 


EA 

1 

2 

4 

8 

100 

8 

3 

P 

0 

5365-493-8216 

BUSHING, GUIDE* inlet, *035 in. dia wire 

23602271 (94080) 


EA 

1 

2 

4 

3 

100 

8 

4 

P 

0 

5365-194-3685 

BUSHING, GUIDE* inlet, l/l6 in. dia wire 

23602272 (94080) 


EA 

1 

2 

4 

8 

100 

8 

4 

P 

0 

3431-481-2279 

ROLL, CONICAL* .035 and l/l6 in. dia wire 

23601825 (94080) 


EA 

1 

3 

6 

13 

150 

8 

5 

P 

0 

3431-471-3059 

ROLL, GROOVED* .035 in. dia wire 

23601830 (94080) 


EA 

1 

2 

4 

8 

100 

8 

6 

P 

0 

3431-471-3055 

ROLL, GROOVED* l/l 6 in* dia wire 

23601832 (94080) 


EA 

1 

2 

4 

8 

100 

8 

6 

P 

0 

5365-493-8215 

BUSHING, TAPERED 

23604508 (94080) 


EA 

1 

# 

« 

2 

9 

8 

7 

P 

0 

3431-904-9083 

LINER ASSEMBLY 

23602266 (80382) 


EA 

1 

* 

-» 

2 

9 

8 

1 8 

1 

12 

0 


BUSHING, TAPERED 

23602027 (94080) 


EA 

2 





8 

9 

12 

0 


BUSHING, SLEEVE 

23602028 (94080) 


EA 

1 





3 

10 

12 

0 


TUBING, PLASTIC 

1 301 Dll 800DZYTELTUBING (8361 6) 


EA 

1 





8 

11 

12 

0 


CASING ASSEMBLY 

23604580 (94080) 


EA 

1 





8 

12 

12 

0 


ADAPTER, CABLE 

23602603 (94080) 


EA 

1 





8 

13 

12 

0 


COUPLING, TUBE 

23604750 (94080) 


EA 

1 





8 

14 

12 

0 


CASING, FLEXIBLE 

23604568 (94080) 


EA 

1 





8 

15 

12 

0 


SHAFT ASSEMBLY, FLEXIBLE 

77A278 (11456) 


EA 

1 





8 

16 

12 

0 


SHAFT SUBASSEMBLY 

77A278-2 (11456) 


EA 

1 





8 

17 

X2 

0 


SHAFT SUBASSEMBLY 

77A27S-1 (11456) 


EA 

1 





8 

18 

P 

0 

. 

3431-471-3054 

HOUSING ASSEMBLY, DRIVE ROLL 

23602280 (94080) 


EA 

1 

* 


2 

6 

9 



21 








(1) 

(2) 

(3) 


(4) 

(5) 

1 

(6) 


(7) 

(8) 

SMR 

FEDERAL 

STOCK 

NUMBER 

DESCRIPTION 

USABLE 

ON 

CODE 


QTY 

INC 

IN 

UNIT 

30-DAY DS MAINT 
ALLOWANCE 

l-YR 

ALW 

ILLUS- 

TRATION 

CODE 

REF NUMBER & MFR CODE 

UNIT 

OF 

MEAS 

(■) 

1-20 

(b) 

21-50 

(c) 

51-100 

100 

EQUIP 

CNTGY 

(«) 

FIG. 

NO. 

(b) 

ITEM 

NO. 

12 0 


RING, RETAINING 

23602260 (94080) 


EA 

1 





9 

1 

22 0 


INSULATOR, DISC 

23602268 (94080) 


EA 

1 





9 

2 

22 0 


RING, RETAINING 

5002-112 (79136) 


EA 

1 





9 

3 

0 

5305-717-6933 

SETSCREW 

MS5 1982-41 (96906) 


EA 

1 





9 

4 

22 0 


SPRING, DRIVE ROLL 

23601123 (94080) 


EA 

1 





9 

5 

22 0 


RING, RETAINING 

MSI 6628-37 (96906) 


EA 

1 





9 

6 

P 0 

3 IIO- 755-6613 

BEARING, BALL. ANNULAR 

1614DC (71041) 


EA 

1 

* 

2 

2 

20 

.9 

7 

P 0 

3020-192-8729 

GEAR, WORM 

23602282 (94080) 


EA 

1 

* 

2 

2 

20 

9 

8 

22 0 


PIN, STRAIGHT, HEADLESS: No. 3-64, 5-8 in. lg 
92028260 (94080) 


EA 

1 





9 

9 

22 0 


SHAFT, CONICAL ROLL 

23601835 (94080) 


EA 

1 





9 

10 

P 0 

3120-580-1658 

BEARING, SLEEVE 

B69-3 (71041) 


EA 

1 

» 

* 

2 

9 

9 

11 

22 0 


RING, RETAINING 

23602260 (94080) 


EA 

1 





9 

12 

22 0 


INSULATOR, DISC 

23602267 (94080) 


EA 

1 





9 

13 

22 0 


RING, RETAINING 

5002-112 (79136) 


EA 

1 





9 

U 

0 


SETSCREW 

MS51965-57 (96906) 


EA 

1 

i 




9 

15 

22 0 


RING, RETAINING 

MSI 6628-37 (96906) 


EA 

1 



1 

j 


9 

16 

P 0 

3110-755-6613 

BEARING, BALL. ANNULAR 

1614DC (71041) 


EA- 

1 

REF 

REF 

REF 

REF 

9 

17 

P 0 

3020-192-8729 

GEAR, WORM 

23602282 (94080) 


EA 

1 

REF 

REF 

REF | 

REF 

9 

18 

22 0 


PIN, STRAIGHT, HEADLESS: Ho. 3-64, 5-8 in. lg 
92028260 (94080) 


EA 

1 





9 

'19 

22 0 


SHAFT, GROOVED ROLL 

23601834 (94080) 


EA 

1 





9 

20 

' 

P 0 

3120-580-1658 

BEARING, SLEEVE 

B69-3 (71041) 


EA 

1 

REF 

REF 

REF 

REF 

9 

21 

0 


SCREW, MACHINE 

MS35273-38 (96906) 


EA 

2 





9 

22 

0 

5310-186-7454 

WASHER, LOCK 

MS35338-41 (96906) 


EA 

2 





$ 

23 

0 

5310-082-1404 

WASHER, FLAT 

MS27183-3 (96906) 


EA 

2 





9 

24 

22 0 


RETAINER, FORWARD, BUSHING 

23602258 (94080) 


EA 

1 


■ 



9 

25 

12 0 


RETAINER, BUSHING: rw 

23602259 (94080) 


EA 

, 

'1 





9 

26 


22 







(1) 

(2) 

(3) 

(*) 

( 5 ) 


(6) 


(7) 

(8) 

SMR 

FEDERAL 
STOCK . 
NUMBER 

DESCRIPTION 

USABLE 

ON 



30-DAY DS MAINT 
ALLOWANCE 

1-YR 

ALW 

ILLUS- 

TRATION 

CODE 

UNIT 

INC 

(a) 

(b) 

(c) 

100 

(a) 

(b) 



REF NUMBER & MFR CODE CODE , 

OF 

4EAS 

IN 

UNIT 

1-20 

21-50 

51-100 

EQUIP 

CNTCY 

FIG. 

NO. 

ITEM 

NO. 

22 0 


PLATE, RETAINER: shaft 

23602264 (94080) 

EA 

1 





9 

27 

12 0 


NUT, SLOTTED 

23601659 (94080) 

EA 

1 





9 

28 

22 0 


RETAINER, BEARING 

23602261 (94080) 

EA 

1 





9 

29 

12 0 


RING, RETAINING 

WA510 (76665) 

EA 

1 





9 

30 

P 0 

3110-227-3038 

BEARING, BALL: annular 

77H3 (43334) 

EA 

1 

* 

2 

2 

20 

9 

31 

P 0 

3020-192-8727 

GEAR, WORM 

23602265 (94080) 

EA 

1 

* 

* 

2 

10 

9 

32 

P 0 

3120-762-6268 

BEARING, SLEEVE 

23603023 (94080) 

EA 

1 

* 

# 

2 

10 

9 

33 

12 0 


SETSCREW 

23601112 (94080) 

EA 

1 





9 

34 

X2 0 


PIN, STRAIGHT, HEADLESS 

92028203 (94080) 

EA 

1 





9 

35 

12 0 


CATCH, ELBOW 

23602362 (94080) 

EA 

1 





9 

36 

12 0 


SPRING, HELICAL 

23601116 (94080) 

EA 

1 





9 

37 

12 0 


HOUSING, DRIVE ROLL 

23602279 (94080) 

EA 

1 





9 

38 

12 0 


PULL GUN: metal 

23511125 (94080) 

EA 

1 





10 


P 0 

3431-904-9082 

NOZZLE, ORIFICE 

23602154 (94080 ) 

EA 

1 

* 

* 

2 

10 

10 

1 

P 0 

5310-191-4104 

NUT, HEXAGON: collet 

23602155 (94080) 

EA 

1 

* 

# 

2 

9 

10 

2 

P 0 

3431-471-3065 

COLLET, MACHINE. SPHERICAL 

23602157 (94080) 

EA 

1 

* 

* 

2 

9 

10 

3 

P 0 

5310-191-4104 

LOCKNUT, BARREL 

23602149 (94080) 

EA 

1 

* 

* 

2 

9 

10 

4 

0 

5305-720-8657 

SCREW, MACHINE: backplate *tg, slotted pan head. 

No. 6-32 thd sise. lA la* lg 

MS35273-26 (96?06) 

EA 

2 





10 

5 

X2 0 


PLATE, RETAINER: shaft 

23602169 (94080) 

EA 

1 





10 

6 

0 

5305-720-8657 

SCREW, MACHINE: drive roll, honeing retainer mtg, slotted 
pan head, No. 6-32 thd sise, l/4 la. lg 

MS352273-26 (96906) 

EA 

2 





10 

7 

12 0 


BRACKET, DOUBLE ANGLE 

23602166 (94080) 

EA 

1 





10 

8 

0 

5310-013-4530 

NUT, PLAIN: hexagon, handle ntg. So. 6-32 thd sise 

MS35649-62 (96906) 

EA 

3 





10 

9 

0 

5305-978-9349 

SCREW, CAP: socket head, handle satg. Ho. 6-32 thd site, 

5/8 in. lg 

MSI 6997-21 (96906) 

EA 

2 





10 

10 

0 

5305-942-2218 

SCREW, CAP: socket head, handle wfcg. Ho. 6-32 thd a me, 

3/4 ia. lg 

MS35273-25 (96906) 

EA 

1 





10 

11 

P 0 

3431-471-3064 

RETAINER, LINER 

23602153 (94080) 

EA 

1 

* 

e 

2 

9 

10 

12 


23 




(1) 

(2) 

(3) 

'4) 

SMR 

CODE 

FEDERAL 

STOCK 

NUMBER 

DESCRIPTION 

ON 

REF NUMBER & MFR CODE CODE 

UNIT 

OF 

MEAS 

P 0 

5360-762-6191 

SPRING, HELICAL 

23601116 (94080) 

EA 

X2 0 


SPRING, HELICAL 

23602173 (94080) 

EA 

P 0 

5305-934-9872 

SCREW, SHOULDER: trigger mtg, No* 8-32 thd else 

4319 (00141 ) 

EA 

P 0 

3431-471-3063 

TRIGGER, WELDING GUN 

23602147 (94080) 

EA 

P 0 

5310-193-1028 

WASHER* trigger mtg 

23602623 (94080) 

EA 

22 0 


INSULATOR, PLATE 

23602167 (94080) 

EA 

0 

5305-810-2069 

SCREW, MACHINE* terminal mtg, slotted round head, No* 6-32 
thd size, 5/16 in. lg 

N06-32X5-1 6INLG (70318) 

EA 

0 

5310-186-7454 

WASHER, LOCK* terminal mtg, No. 6, I*pe A 

MS35338-41 (96906) 

EA 

P 0 

3431-471-3062 

CABLE ASSSMBLY, CONTROL t electrical 

23604582 (94080) 

EA 

P 0 


CONNECTOR, PLUG* electrical 

AN3106A18-22P (02660) 

EA 

P C 

5940-500-7244 

TERMINAL, LUG 

320882 (00779) 

EA 

22 0 


CLAMP, CABLE 

97-3057-10-6 ( 02660 ) 

EA 

22 0 


RING, RETAINING 

1-250 (79138) 

EA 

22 0 


CABLE, CONTROL* electrical 

8453 (70903) 

EA 

P 0 

5930-088-9327 

SWITCH 

MS25253-4 (96906) 

EA 

22 0 


PLATE ASSEMBLY, SWITCH AND TRIGGER 

23602172 (94080) 

EA 

0 

5305-934-9872 

SCREW, MACHINE: wire mtg, round head 

4319 (00141) 

EA 

P 0 

5310-193-1028 

WASHER, LOCK* wire mtg 

23602623 (94080) 

EA 

MF 0 


WIRE ASSEMBLY MANUFACTURE FRCMt 

EA 



WIRE, No. 18, 6 in* lg required 

7SN 6145-500-4779 




LUG, 1 EA 

FSN 5940-503-9995 




LUG, 1 EA 

FSN 5940-500-7244 


0 

5305-810-2069 

SCREW, CAP* barrel and transfer block mtg, socket head. 

No. 6-32 thd size, 5/16 in. lg 

92042824 (70318) 

EA 

P 0 

3431-471-3058 

NOZZLE ASSEMBLY 

23602158 (94080) 

EA 

P 0 

5330-193-0977 

GASKET, RUBBER 

23606191 (94080) 

EA 


30-DAY DS MAINT l-YR ILLUS- 

ALLOWANCE ^LW JRATION 

— - PER 

(b) (c) 100 

EQUIP 

21*50 51*100 CNTGY 


9 10 13 

10 U 

9 10 15 

10 10 16 

9 10 17 

10 18 


£4 2 2 2 


9 10 21 

9 10 

30 10 

10 

10 

10 

9 10 22 

10 23 
10 24 

1 10 25 

10 26 


2 9 10 28 




















0) 

(2) 

(3) 


(4) 

(5) 


( 6 ) 

“T 

(7) 

(8) 

n 

smr 

FEDERAL 

DESCRIPTION 

USABLE 

ON 

CODE 



30-DAY DS MA1NT 
ALLOWANCE 

l-YR 

ALW 

ILLUS- 

TRATION 

CODE 

STOCK 

NUMBER 

REF NUMBER & MFR CODE 

JNIT 

OF 

AEAS 

INC 

IN 

UNIT 

(a) 

1-20 

(b) 

21-50 

(c) 

51-100 

100 

EQUIP 

CNTGY 

(a) 

FIG. 

NO. 

(b) 

TEM 

NO. 

P 0 

4720-192-0726 

HOSE ASSEMBLY $ water In 

23602161 (94080) 


EA 

1 

ft 

» 

2 

9 

10 

30 

12 0 


GLAND, HOSE 

8030246 (94080) 


EA 

1 





10 


P 0 

5340-885-0085 

BOSHING, MACHINE 

8030254 (94080) 


EA 

1 

REF 

REF 

REF 

REF 

10 


32 0 


OUND, HOSE 

23604954 (94080) 


EA 

1 





10 


0 


COUPLING, HOSE 

23602345 (94080) 


EA 

1 





10 


0 


FEHHDLE, HOSE 

624 (53477) 


EA 

2 





10 


32 0 


HOSE, HHBBER 

95194805 (94080) 


EA 

1 





10 


P 0 

4720-192-8722 

HOSE ASSEMBLY, GAS 

23602160 (94080) 


EA 

1 

ft 

ft 

2 

9 

10 

31 

12 0 


GLAND, HOSE 

8030245 (94080) 


EA 

1 





10 


P 0 

5340-885-0086 

BUSHING, MACHINE 

8030255 (94080) 


EA 

1 

REF 

REF 

REF 

REF 

10 


12 0 


GLAND, HOSE 

8030273 (94080) 


EA 

1 





10 


12 0 


COUPLING, HOSE 

8030277 (94080) 


EA 

1 





10 


32 0 


FERRULE, HOSE 

769 (53477) 


EA 

2 





10 


32 0 


HOSE, RUBBER 

95195024 (94080) 


EA 

1 





10 


P 0 

3431-471-3057 

CABLE ASSEMBLY* water out 

23602159 (94080) 


EA 

1 

* 

ft 

2 

10 

10 

32 

P 0 


SLEEVE, TUBING 

23602163 (94080) 


EA 

1 

* 

ft 

2 

9 

10 


P 0 


BUSHING, MACHINE 

8030254 (94080) 


EA 

1 

REF 

REF 

REF 

REF 

10 


32 0 


COUPLING, HOSE 

23602345 (94080) 


EA 

1 





10 


32 0 


FERRULE, HOSE 

624 (53477) 


EA 

2 





10 


P 0 

3431-471-3056 

NOZZLE, CUTLET 

23602343 (94080) 


EA 

1 

* 

ft 

2 

9 

10 


P 0 

3431-471-3053 

NOZZLE, OUTLET 

23602344 (94080) 


EA 

1 

* 

ft 

2 

9 

10 


32 0 


CABLE, WELDING 

95020060 (94080) 


EA 

1 





10 


32 0 


HOSE, RUBBER 

95194805 (94080) 


EA 

1 





10 


32 0 


BLOCK ASSEMBLY, BARBEL AND TRANSFER 

23602177 (94080) 


EA 

1 





10 

33 

32 0 


PLUG ASSEMBLY 

23602683 (94080) 


EA 

1 





10 

34 

32 0 


PIN, STRAIGHT, HEADLESS 

92026015 (94080) 


EA 

1 





10 

35 


25 




0) 


SMR 

CODE 


12 0 

12 0 

12 0 

12 0 

0 

12 0 

12 0 


12 0 

12 0 

P 0 

F 

F 

| 12 F 
12 F 

P F 
| 12 F 
X2 F 

P F 

P F 
| P 0 
0 


( 2 ) 


federal 

STOCK 

NUMBER 


DESCRIPTION 


REF NUMBER & MFR CODE 


USABLE 

ON 

•CODE 


5310-013-4530 


6240-194-5984 

5305-958-3048 

5310-582-5965 


NUT, PLAIN, CAP 
23602170 (94080) 

lock, roll, housing 
23602168 (94080) 

SPRING, HELICAL 
23602173 (94080) 

HANDLE ASSEMBLY, LEFT HAND 
23602164 (94080) 

INSERT SCREW: No. 6-32 thd size 
MS35649-62 (96906) 

INSERT, SCREW 
SI 3832-1 2 (73957) 

HANDLE ASSEMBLY, RIGHT HAND 
23602165 (94080) 

23602l64) tS ***** 43 311110 ASSMLI > Part No. 

WRENCH ASSIHBLY, INNER BARREL 
8329264 (94080) 


GROUP 06 - CONTROL 


5945-350-2242 


5940-665-5704 

5950-617-4203 

5305-226-7221 


X2 0 

? 0 


5310-045-3289 


5920-190-7325 


CONTROL 

23510504 (94080) 

LAMP 

50ARS125V50W (08808) 

• lectrical oppressor mtg, No. 1/4-20 thd 

bim, i ia. lg 

MS35338-84 (96906} 

C “ PMS ”° r " tg ’ ’ e ”“ Bl “ V4 1*. 

SPACER, SLEEV E 
23603639 (94080) 

ELECTRICAL COMPRESSOR ASSBfflLI 
23601038 (94080) 

RELAY, ARMATURE 
3MS4H1 (82768) 

BRACKET, RELAY 
23600501 (94080) 

RECEPTACLE 
23601007 (94080) 

TERMINAL, BOARD 
6-141 (71785) 

TRANSFORMER, FILAMENT 
P6469 (97965) 

SWITCH, TOGGLE 
8801 (27191) 

scm. «vit=h W* so. 3-32 thd 3/8 

MS35273-43 (96906) 

WASHER, LOCK: switch bracket atg, screw size No 8 
MS35338-42 (96906) Sl8e 8 

BRACKET, SWITCH 
23600472 (96906) 

FUSE, CARTRIDGE 
FNM10 (71400) 


f4) 


UNIT 

OF 

Imeas 


EA 

EA 

EA 

|ea 

1 

EA 

EA 


QTY 

INC 

IN 

UNIT 


( 6 ) 

30-DAY DS MAIN! 
ALLOWANCE 


(o) 

1-2C 


EA 

EA 

EA 

EA I 4 


EA 

EA 

EA 

EA 

EA 

EA 

EA 

EA 

EA 

EA 

EA 

EA 

EA 


(b) 

21-50 


(c) 

51-100 


l-YR 

ALW 

PER 

TOO 

EQUIP 

CNTGY 


ILLUS- 

TRATION 


(a) 

FIG- 

NO. 


17 


100 


10 

10 

10 

10 

10 

10 

10 

10 


(b) 

! ITEM 
NO. 


36 

37 

38 

39 

40 

41 

42 

43 


200 


11 

11 

11 

11 

11 

11 

11 

11 

11 

11 

11 

11 

11 

11 


3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 





26 








(1) 

(2) 

(3) 

(4) 

(5) 

i - 

(6) 


(7) 

T~ 

« 1 

SMR 

CODE 

FEDERAL 

STOCK 

DESCRIPTION 

USABLE 


QTY 

30-DAY DS MAINT 
ALLOWANCE 

1-YR 

ALW 

ILLUS- 

TRATION 


NUMBER 

UNI1 

INC 

(°) 

(b) 

(c) 

100 

■61 

inm 



REF NUMBER & MFR CODE C 0D E 

OF 

MEA! 

IN 

UNIT 

1-20 

21-50 

51-100 

EQUIP 

CNTGY 

FJG. 

ITEM 

12 0 


FUSES OLDER 

4575 (71400) 

EA 

1 





ii 

16 

P 

5305-226-7223 

SCREW, MACHINE* relay mtg, round head. Ho* 8-32 thd else, 

1/2 in. lg 9 

HS35Z73-A5 (96906) 

EA 

4 





ii 

17 

F 

5310-045-3299 

HASHER, LOCKt relay mtg. No, 8 screv size 

MS35338-42 (96906) 

EA 

4 





ii 

18 

F 

5310-616-6949 

HDT, PLUNs hexagon, relay mtg. No. 8 screw size 

MS35649-85 (96906) 

EA 

4 





ii 

19 

P F 

5945-350-2232 

RELAX, MOTOR DRIVEN 

849Z0D33-2 (01121) 

EA 

1 

ft 

» 

2 

9 

ii 

20 

F 

5305-901-7252 

SCREW, MACHINE* terminal strip mtg. Ho. 6-32 thd size, 

5/8 in. lg 

EA 

8 





ii 

21 



MS35273-31 (96906) 





F 

5310-616-3555 

WASHER, LOCKs terminal atrip mtg. No. 6 screw size 

MS3533S-71 (96906) 

EA 

8 





ii 

22 

F 

5310-013-4530 

NUT, PLAIN* hexagon, terminal strip mtg, No. 6-32 thd 
size 

MS35649-62 (96906) 

EA 

8 





ii 

23 

P F 

5940-686-0933 

TERMINAL, STRIP 

20-141 (71785) 

EA 

2 

# 

2 

2 

15 

ii 

24 

P F 

5945-823-2711 

RELAX, SOLENOID 

BX440A1 1 0V (01121) 

EA 

1 

* 

ft 

2 

9 

ii 

25 

P F 

5950-980-1727 

COIL, RELAX 

0A01P (01121) 

EA 

1 

* 

» 

2 

9 

ii 

26 

P F 

4130-980-0113 

BLOCK, CONTACT. LEFT HAND 

XI 07420 (01121) 

EA 

1 

* 

* 

2 


ii 

27 






O 

P F 

4130-980-0114 

BLOCK, CONTACT. RIGHT HAND 

XI 0741 9 (01121) 

EA 

1 

ft 

« 

2 

6 

ii 

28 

X2 F 


CROSS BAR ASSEMBLX 

X217703 (01121) 

EA 

1 



! 


ii 


P F 

5945-823-2711 

RELAX, SOLENOID 

BX440A24V (01121) 

EA 

2 

# 

# 

2 

9 

ii 

29 

P F 

5945-920-7918 

CROSS BAR ASSEMBLX 

X217703 (01121) 

EA 

1 

* 

ft 

2 

9 

ii 

30 

P F 

5950-401-7482 

COIL, RELAX 

23603279 (01121) 

EA 

1 

ft 

ft 

2 

9 

ii 

31 

? F 

4130-980-0113 

BLOCK, CONTACT. LEFT HAND 

XI 07420 (qii 2 i) 

EA 

1 

* 

ft 

2 

6 

ii 

32 

P F 

41 30-980-01 14 

BLOCK, CONTACT. RIGHT HAND 

XI 0741 9 (01121) 

EA 

1 

» 

ft 

2 

6 

ii 

33 

F 

5305-226-7221 

SCREW, MACHINE: armature relay mtg. No. 8-32 thd size, 

3/8 in. lg 

EA 

4 





ii 




MS35272-43 (96906) 







F 

5310-045-3299 

WASHER, LOCK: armature relay mtg, screw size No. 8 

EA 

4 





ii 




MS35338-42 (96906) 







F 

5310-616-6949 

NUT, PLAIN* hexagon, armature relay mtg, No. 8-32 thd 
size 

MS35649-85 (96906) 

EA 

4 





ii 


F 

5305-901-7252 

SCREW, MACHINES terminal strip mtg. No. 6-32 thd size, 

5/8 in. lg 

EA 






ii 




MS35273-31 (96906) 


A 






0 

5310-045-3299 

WASHER, LOCKs terminal strip mtg. No. 6 screw size 

EA 

4 





ii 



i 

MS35338-42 (96906) 

L 








27 





0) 

(at) 

(3) 

(4) 

(5) 

T 

(6) 


(7) 

(8) 

SMR 

CODE 

FEDERAL 

STOCK 

DESCRIPTION 

USABLE 


QTY 

INC 

30-DAY DS MAINT 
ALLOWANCE 

l-YR 

ALW 

ILLUS- 

TRATION 


NUMBER 

UNI1 

(a) 

(b) 

(c) 

100 

(a) 

(b) 



REF NUMBER & MFR CODE C ° N DE 

OF 

MEA 

IN 

UNIT 

1-20 

2T-5C 

51-100 

EQUIP 

CNTGY 

FIG. 

NO. 

ITEM 

NO. 

P F 

5935-173-5713 

SOCKET, ELECTRON TUBE 

EA 










123-210-100 (81143) 

1 





12 

15 

P F 

5905-324-6962 

POTKHTIMETER: 0-20.000 ohm. 4 watts 

M20MPK (37942) 

EA 

1 

* 

2 

2 

20 

12 

16 

X2 F 


BRACKET, POTENTIOMETER MOOITOTG 

RB249 (37942) 

EA 

1 





12 

17 

P F 

5950-401 -7481 

TRANSFORMER, MOTOR CONTROL 

45K6 (00207) 

EA 

1 





12 

18 

P F 


REACTOR 

EA 










45*12 (00207) 

1 





12 

19 

P 0 

5920-280-8344 

FUSE, CARTRIDGE* 1/4 amp 

AGC1-2 (71400) 

EA 

1 

2 

4 

8 

200 

12 

20 

12 0 


FUSES OLDER 

EA 






12 

21 



236010021 (94080 ) 






F 


SCREW, MACHINE! tuba socket mtg, No. 8-32 thd slss, 1 In. 

MS35273-50 (96906) 

EA 

2 





12 


12 F 


WASHER, FIBER 

651 5M (01536) 

EA 

2 





12 


F 

5310-045-3299 

WASHER, LOCK: tube socket mtg. No. 8 screw else 

MS3533S-42 (96906) 

EA 

2 





12 


F 

5310-515-8056 

WASHER, FLAT ! tube socket mtg. No. 8 screw else 

AH960-8 (88042) 

EA 

2 





12 


F 

5310-616-6949 

NUT, PLAIN, HEXAGON* tube socket mtg. No. 8-32 thd size 

MS35649-85 (96906) 

EA 

2 





12 


F 

5305-226-7220 

SCREW, MACHINE* bracket mtg, No. 8-32 thd sise, 5/l6 In. 
lg 

MS35273-43 (96906) 

EA 

2 





12 


F 

5310-045-3299 

WASHER, LOCK* bracket mtg. No. 8-32 screw size 

MS35338-42 (96906) 

EA 

2 





12 


F 

5310-616-6949 

NUT, PLAIN, HEXAGON* bracket mtg. No. 8-32 thd sise 

MS35649-85 (96906) 

EA 

2 





12 


F 

5305-226-7221 

SCREW, MACHINE* transformer mtg, No. 8-32 thd size, 3/8 
in. lg 

EA 

4 





12 




MS35273-43 (96906) 








F 

5310-515-8058 

WASHER, FLAT* transformer mtg. No. 8-32 screw size 

AN960-8 (88044) 

EA 

4 





12 


F 

5310-045-3299 

WASHER, LOCK* transformer mtg. No. 8-32 screw size 

MS3 5338-42 (96906) 

EA 

4 





12 


F 

5310-616-6949 

NUT, PLAIN, HEXAGON* transformer mtg, No. 8-32 thd size 

MS35649-85 (96906) 

EA 

4 





12 


F 

5305-839-4513 

SCREW, MACHINE* reactor mtg. No. 6-32 thd size, 3-8 In. 











lg 

MS35273-28 (96906) 

EA 

2 





12 


F 

5310-186-7454 

WASHER, LOCK* reactor mtg. No. 6-32 screw size 

MS35338-41 (96906) 

EA 

2 





12 


F 

5310-013-4530 

NUT, PLAIN, HEXAGON* reactor mtg, No. 6-32 thd size 

MS35649-62 (96906) 

EA 

2 





12 


0 

5305-839-4513 

SCREW, MACHINE* fuseholder mtg. No. 6-32 thd size, 3/6 











in. lg 

MS35273-28 (96906) 

EA 

1 





12 


12 0 


WASHER, SHOULDER 

7856 (04941) 

EA 

1 





12 



29 













0) 

(2) 

SMR 

CODE 

FEDERAL 

STOCK 

NUMBER 


0 5310-013-4530 

F 

F 5310-809-4085 
12 0 

12 F 

22 F 

12 F 

P F 5935-060-3920 

F 5950-645-5705 
F 5910-256-3771 

F 

F 5905-401-7506 
F 5905-401-7508 
F 5935-402-6741 
F 

F 5935-402-6740 
F 

F 5905-401-7509 
F 5905-401-7505 
F 5905-401-7499 
F 

F 5310-803-1833 

F 

F 5310-186-7454 
F 5305-901-7252 


DESCRIPTION 

REF NUMBER & MFR CODE 


NUT, PLAIN, HEXAGONS fuaeholder mtg, No. 6-32 tM da* 
MS35649-62 (96906) 

SCREW, TAPPING i thread foming, printed wiring hoard atg. 
Ho. 8-32 thd size 
MS24625-34 (96906) 

WASEER, FLAT: printed wiring hoard Mtg, Bo. 8 screw else 
MS27183-16 (96906) 

NOT, SHAFT, SPRING: printed wiring board atg 
C1248-8A1 (78553) 

PRINTED WIRING BOARD ASSMOLI 
23601035 (94080) 

TERMINAL, STRIP 
699X14 (75382) 

TERMINAL, STRIP 
699X10 (75382) 

SOCKET, ELECTRON TUBE 
9799-23 (00629) 

COIL, VOLTAGE REGULATOR 

CAPACITOR, FIXED PAPER 
P8292ZN (00656) 

RESISTOR, FIXED: 10 watts, 50,000 ohos 
23601006 (94080) 

RESISTOR, FIXED s 1 watt, 0*22 nag oh— 

23100204 (94080) 

RESISTOR, FIXED: 10 watts, 20,000 oh— 

23601004 (94080) 

SOCKET, ELECTRON TUBE 
9799-48 (00629) 

INSULATOR, BUSHING 
8283096 (94080) 

SOCKET, ELECTRON TUBE 
9799-47 (00629) 

CAPACITORS .001 afd, 6007, do, frpe Pl6lN 
PI 61 NFM20PERCENT (00656) 

RESISTOR, FIXED 
23601005 (94080) 

RESISTOR, FIXED 
23100198 (94080) 

RESISTOR, FIXED 
23892245 (75042) 

WIRE BOARD, PRINTED 
23601036 (94080) 

NUT, PLAIN, HEXAGON: terminal strip mtg, hr— s. Bo. 6-32 
thd size 

MS35649-65 (96906) 

WASHER, LOCK: coil mtg, screw size Bo. 3 
>trlP "** 

MS35273-31 (96906) 

coil *tg. Bo. >48 thd si-, brass 

B03-48BRS (70318) * 


30-DAY DS MAINT l-YR ILLUS- 

ALLOWANCE Al -W TRATION 

QTY — PER - 

INC (0) (b) (c) ,00 (a) (b) 

IN EQUIP fig. ITEM 

UNIT 1-20 21-50 51-100 CNTGY NO. NO. 




12 23 

12 24 

2 9 12 . 25 

2 9 12 26 

2 9 12 27 

2 20 12 28 

2 2 20 12 29 

2 2 20 12 30 

2 6 12 31 

12 32 
2 6 12 33 

2 9 12 34 

2 10 12 35 

2 20 12 36 

2 10 12 37 























(1) 

(2) 

(3) 

SMR 

CODE 

FEDERAL 

STOCK 

NUMBER 

DESCRIPTION 

REF NUMBER & MFR CODE 

F 


WASHER, FLAT: coil artg. screw si m Hd« 3 

N01 -40DX1 05 IDX02 (70318) 

F 


SCREW, MACHINE: coil mtg, Ho. 3-48 tfad @Ase f 3-8 in. lg 
brass 

N03-4823-8IRLGBR (70318) 

P 0 

6210-087-6371 

LIGHT, INDICATOR 

193202-537 (72619) 

P 0 

6240-143-3060 

LAMP 

MSI 5567-1 (72619) 

P 0 

5930-050-2696 

SWITCH, TOGGLE 

8822K8 (27191) 

12 F 


CLAMP, LOOP 

CC161-4 (71785) 

MF 0 


WIRING HARNESS: current relay MANUFACTURE FROM: 



WIRE, 47 in. required 

FSN 6145-545-6226 



TERMINAL, 3 EA 

FSN 5940-115-2556 

F 

5310-616-6949 

HUT, PLAIN, HEXAGON i relay and coll wt(. Ho. 8-32 tM alee 
MS35649-85 (96906) 

F 

5310-045-3299 

WASHER, LOCK: relay and coil mtg, No. 8-32 screw sise 
MS35338-42 (96906) 

F 

5310-809-8544 

WASHER, FLAT: relay and coll mtg. No. 8-32 tfad also 
MS27183-7 (96906) 

F 

5305-725-7209 

SCREW, MACHINE: relay and coil mtg. Ho. 8-32 tfad else, 

3/4 in. lg 

MS35273-47 (96906) 

P F 

5945-401-7510 

RELAY AND COIL ASSEMBLY 

23601039 (94080) 

F 

5305-725-7209 

SCREW, MACHINE: relay mtg. No. 8-32 thd else, 3-4 in. lg 
MS35273-47 (96906) 

12 F 


RELAY, POWER 

PR1 976-1 (12300) 

F 

5310-045-3299 

WASHER, LOCK: relay mtg, screw sise Ho. 18 

MS35338-42 ( 96906) 

F 


NUT, PLAIN, HEXAGON 

MS5 1969-9 (96906) 

X2 0 


TERMINAL, LUG 

325 (78263) 

F 


WASHER, LOCK 

1134 (78189) 

P 0 

5340-885-0085 

BUSHING, MACHINE 

8030254 (94080) 

0 

4730-871-5133 

GLAND, HOSE 

8030247 (94080) 

P 0 

5975-284-6628 

BUSHING, STRAIGHT CABLE 

DR438 (49367) 

X2 F 


LOCKNUT, CONDUIT 

N03-4 (70318) 

120 


NUT, PLAIN, KNURLED 

DB4B (49367) 

22 0 

; 

_ : 


BUSHING, RUBBER 

DB4E (49367) 
























DESCRIPTION 


REF NUMBER & MFR CODE 


BOSHING, MACHINE 
EB4A (49367) 


P 0 61 50-479-341 8 CABLE ASSEMBLY 1 power 

8341094 (94080) 


P 0 1 5935-539-2854 


CONNECTOR, PLUG* electrical 
5266 (74545) 

TEMIHAL, LOG 
41186 (00779) 

NOT, PLAIN, KMJRLED 
1INSTLCABPL (70318) 

BOSHING, STRAIGHT 
DB14 (49367) 

ENCLOSURE, AIBCCMATIC CONTROL 
23601042 (94080) 


GROO? 07 - NIKE : 


3431-471-3071 


5320-754-1 907 


I 3431-471-3069 


5310-012-0361 


5310-045-3296 


5305-8144065 


5310-809-8546 


WIRE FEEDER 
23511100 (94D30) 

PIN, HUGE 
23602199 (94080) 

com, 'WIRE FEEDER 
23602211 (94080) 

RIVET, SOLID 
I-8BIAI3-8INLGBR (7031 8) 

LEAF, BUTT HINGE 
7653 (71126) 

SPACER, PLATE HINGE 
23600927 (94080) 

RIVET, SOLID 
1-8DIAJ3-8INLGBR (70318) 

STRIKE, LATCH 
15834 (14608) 

RIVET, SOLID 
AX47CA5-6 (88044) 

WINDOW, OBSERVATION 
23600955 (94080) 

COVER 

23600964 (94080) 

mm. deck 

23602217 (94080) 

MOT, PLAINS hexagon, brake reel atg, So. 10 screw sise 
MS35649-102 (96906) 

WASHER, LOCK: brake reel atg. Mo. 10 screw sise 
MS35338-43 (96906) 

SCREW, MACHINE: brake reel atg. Mo. 10-24 thd sise, 3/4 
in. Ig 

MS9316-07 (96906) 

WASHER, FLAT: brake reel atg, No. 10 screw sise 
MS27183-8 (96906) 

HOB ASSEMBLY 
23601097 (94080) 





















0) 

(2) 

(3) 

(4) 

(5) 

(6) 

(7) 

(8) P 

SMR 

FEDERAL 

STOCK 

NUMBER 

DESCRIPTION 

USABLE 

ON 

REF NUMBER & MFR CODE CODE , 



30- DAY DS MAINT 
ALLOWANCE 

1-YR 

ALW 

ILLUS- 

TRATION 

COOE 

UNIT 

OF 

4EA$ 

INC 

IN 

UNIT 

( 0 ) 

1-20 

(b) 

21-50 

(c) 

51-100 

100 

EQUIP 

CNTGY 

(a) 

FIG. 

NO. 

(b) 

ITEM 

NO. 

X2 F 


HOB CAP AND LEVER ASSEMBLY 

23600950 (94080) 

EA 

1 





16 

6 

F 

5315-271-3012 

PIN, STRAIGHT, HEADLESS 

52-028-125-1750 (72962) 

EA 

1 





16 

7 

X 2 F 


LEVER* BRAKE 

23600947 (94080) 

EA 

1 





16 

8 

P F 

3110-183-9164 

BEARING, BALL 

3-8SST (87419) 

EA 

1 

* 

2 

2 

12 

16 

9 

12 F 


SPRING, HELICAL 

23600981 ( 94080 ) 

EA 

1 





16 

10 

X 2 F 


CAP, HOB 

23600957 (94080) 

EA 

1 





16 

11 

12 F 


NOT, HEXAGONAL, THIN* 5/8-18 cadmium plated 

23900328 (94080 ) 

EA 

1 





16 

12 

12 F 


WASHER, KEY 

23600952 (94080) 

EA 

1 





16 

13 

12 F 


HOB, BRAKE 

23600948 (94080) 

EA 

1 





16 

14 

12 F 


BEARING 

23892647 (94080) 

EA 

2 





16 

15 

12 F 


HOB 

23600959 ( 94080 ) 

EA 

1 





16 

16 

12 F 


BRAKE, WHEEL 

23601096 (94080) 

EA 

1 





16 

17 

0 

5315-039-5579 

PIN, STRAIGHT, HEADLESS 

52-02B1 25-9759 (72962) 

EA 

2 





16 

18 

12 F 


DISC, BRAKE 

23601104 (94080) 

EA 

1 





16 

19 

12 F 

■ 

WASHER, BEARING 

23601561 ( 94080 ) 

EA 

1 





16 

20 

P F 

3431-471-3068 

SHAFT AND REEL 

23600960 (94080) 

EA 

1 

ft 

ft 

2 

6 

16 

21 

0 


SCREW, MACHINE t spring adjustment, fillister head, brass. 

No. 10-24 thd sise, 3/4 In. lg 

MS9316-07 ( 96906 ) 

EA 

1 





17 

1 

0 

5310-012-0364 

NUT, PLAIN* adjusting screw. Jam, No. 10-24 thd sise 

MS35649 ( 96906 ) 

EA 

1 





17 

2 

12 0 


SPRING, HELICAL 

23602197 (94080) 

EA 

1 





17 

3 

0 


NOT, SHAFT* spring, thd sise 10-32 

C 903 I-IDKSE (78553) 

EA 

2 





17 

4 

0 


SCREW, MACHINE* slotted round head. No. 8-32 thd sise, 

7/8 in. lg 

MS35273-48 (96906) 

EA 

1 





17 

5 

12 0 


CLEVIS, BACK SPRING 

23602196 (94080) 

EA 

1 





17 

6 

12 0 


BLOCK, BACK SPRING 

23602195 (94080) 

EA 

1 





17 

7 

12 0 


PLATE, INSTRUCTION 

23600917 (94080) 

EA 

1 





17 

8 

0 

5310-013-4530 

NOT, HEXAGON x reel base mtg. No. 6-32 thd sise 

MS35649-62 (96906) 

EA 

2 





17 

9 

0 

5305-947-6974 

SCREW, MACHINE* reel base mtg, flat head slotted, Ho. 6-32 
thd sise, 1 in. lg 

MS35273-34 ( 96906 ) 

EA 

2 





17 

10 

. 


33 



(1) 


( 2 ) 


( 3 ) 


( 7 ) 


( 8 ) 


FEDERAL 

STOCK 

NUMBER 


F 5305-063-0542 

F 5310-761-6882 
X2 F 

0 5305-839-4513 

0 5310-013-4530 

12 0 

P 0 3431-471-3061 

0 

12 ? 

F 5305-068-91 86 

12 F 

F 5305-226-7223 
F 5310-488-9144 


DESCRIPTION 

REF NUMBER & MFR CODE 


30-DAY DS MAINT 
ALLOWANCE 

USABLE QTY ~7‘T-T7 l T'1 — H 

0N UNIT INC (a) W (e) 

CODE ° F IN 

me as UNIT 1-20 21-50 51- H 


ILLUS- 

TRATION 


(b) 


0 5310-809-8546 

12 F 

F 5305-81 4-4065 

F 5310-045-3296 
F 5310-809-8546 
0 5305-855-0956 


BASE, REEL 
23600965 (94080) 

SCREW, CAP 1 brake assembly atg, hexagon head, 1/4-20 
thd size, 3/4 in. lg 
MS90725-6 (96906) 

NUT, PLAIN: brake assembly atg, hexagon, 1/4-20 thd size 
MS51967-2 (96906) 

BRAKE ASSEMBL Y 
23602218 (94080) 

SCREW, MACHINE: brake shoe cover atg, flat head. No. 6-32 
thd size, 3-8 in. lg 
MS35273-28 (96906) 

NOT, PLAIN, HEXAGON: brake shoe cover atg. No. 6-32 thd 
size 

MS35649-62 (96906) 

C07ER, BRAKE SHOE 
23601092 (94080) 

SHOE, BRAKE 
23602202 (94080) 

SCREW, MACHINE: clevis yoke atg. round head. No. 5-40 
thd size, 1 1/4 in. lg 
N05-40X11-4INLGS (70318) 

CLEVIS, YOKE 
23601099 (94080) 

SCREW, MACHINE: brake aim atg, flat head, No. 10-24 thd 
size, 5/8 in. lg 
MS35273-64 (96906) 

ARM, BRAKE 
23601102 (94080) 

S/l5 H (%46) ela/ ” tg * H °* ^ tM Si “’ 1/2 *“• 18 

22M82^^962)^ I ^^ , HEXAG0N * r * lay mtg > No ‘ thd size 


F F 5945-401-7511 

RELAY, SOLENOID 
23601101 (94080) 

12 F 

COIL, RELAY 
23602584 (94080) 

X2 F 

PLATE, BASE 


23601103 (94080) 

NUT, SELF-LOCKING, HEXAGON: brake arm atg. No. 10-24 thd 
22M04 (72962) 

WASHER, FLAT: brake arm atg, screw size No. 10 
MS27183-8 (96906) 

BUSHING, SLEEVE: brake aim atg 
23601091 (94080) 

SCREW, MACHINE: back spring block atg. No. 10-24 thd size, 
3/4 in* lg 
MS9316-07 (96906) 

JSM»U?&«9oSf mtg ’ Ho * 10 BCrw Si2 ° 

Si’UwT 8priBg Klock mt8> No * 10 icrev slM 

SCREW, TAPPING: thread forming, reel base atg, No. 10 thd 
size, 5/0 in# lg 
HS24629-47 (96906) 


EA 2 

EA 2 


EA 2 

EA 1 

EA I 1 * * 


EA 1 

EA 1 

EA 1 

EA 1 
EA 4 
EA 4 
EA 1 
I EA 1 


EA 1 
EA 2 

EA 1 

EA 2 

EA 2 
EA 2 


3 






(1) 

(2) 

(3) 

SMR 

FEDERAL 

DESCRIPTION 

CODE 

STOCK 

USABLE 


NUMBER 

ON 



REF NUMBER & MFR CODE CODE 


m MAl|s4 T 

llowahce 

21 ' 50 51- loo 


0 5310-186-7454 

0 5310-596-6870 

0 5310-082-1404 

12 0 

P 0 3432-911-9879 

0 5305-814-4065 

0 5310-045-3296 

22 0 

12 0 

F 5305-839-4513 


F 5305-060-9438 

F 5310-543-2410 
I F F 6680-481-3878 
F 5305-614-0269 

F 5310-186-7454 
22 F 


P F 5310-068-5285 
P F 5310-189-5217 


WASHER, LOCK: brake shoe cover mtg. No* 6 screw sis® 
MS35338-41 (96906) 

HUT, SELF-LOCKING, HEXAGON: clevis yoke mtg, No. 5-40 
thd size 
22M50 (72962) 

WASHER, FLAT* clevis yoke mtg, screw size Bo, 5 
MS271 83-6 (96906) 

NUT, UNION 
23601134 (94080) 

CAP-PLUG 
23602201 (94080 ) 

SCREW, CAP, HEXAGON HEAD: motor mtg. No. 10-24 thd size, 

3 A la. lg 
MS9316-07 (96906) 

WASHER, LOCK: motor mtg, No. 10 screw size 
MS35338-43 (96906) 

SPACER, PLATE, MOTOR 
23600910 (94080) 

MOTOR ASSEMBLY, WIRE FEEDER 
23602208 (94080) 

SCREW, MACHINE: motor bell end adapter mtg, No, 6-32 thd 
size, 3/8 in. lg 
MS3 5273-28 (96906) 

ADAPTER, END BEIL MOTOR 
23602184 (94080) 

ADAPTER, MOTOR SHAFT 
23602185 (94080) 

SCREW, MACHINE: tachometer mtg, fillister head. No. 4-40 
thd size, 3/8 in. lg 
MS3 5274-1 5 (96906) 

WASHER, LOCK: tachometer mtg. No. 4 screw size 
MS35338-40 (96906) 

TACHOMETER, MECHANICAL, FIXED 
23602187 (94080) 

SCREW, MACHINE: tachometer adapter mtg, fillister head. 
No. 6-32 thd size. 1 3/4 in. lg 
MS35265-37 (96906) 

WASHER, LOCK: tachometer adapter mtg, No. 6 screw size 
MS35338-41 (96906) 

ADAPTER, TACHOMETER: wire feed motor 
23602183 (94080) 

SETSCREW: coupling mtg. No. 6-32 thd size, 3/16 in. lg 
MS51964-18 (96906) 

COUPLING, SHAFT TO TACHOMETER 
23602186 (94080) 

WASHER, FLAT 
2360089 3 (94080) 

GEAR, SPUR 
23600836 (94080) 

WASHER, FLAT 
MS271 83-20 (96906) 

WASHER, SPRING TENSION 
QQS633 (8134 8) 


EA I 1 * * 


EA 1 * * 



(7) 

P 

n 

*-YR 
ACW 
— PER 

ICO 

equip 

CNTGY 

ILLUS- 

TRATION 

Co) 

FIG. 

140. 

<b) 

ITEM 

MO. 


17, 



17 



17 



18 

1 

9 

18 

2 


18 

3 


18 

4 


18 

5. 


18 

6 


18 

7 


18 

8 


18 

9 


18 

10 


18 

11 

6 

18 

12 


18 

13 


18 

14 


18 

15 


18 

16 


18 

17 


18 

18 


18 

19 


18 

20 


18 

21 


















(1) 

(2) 



4) (5 

SMR 

CODE 

FEDERAL 

STOCK 

NUMBER 

DESCRIPTION 

ON U 

REF NUMBER & MFR CODE C0DE m 

QT 

NIT INC 
OF IN 
EAS UN 

12 F 


KEY, WOODRUFF 1 

95103421 (94080) 

Si 

P F 


MOTOR, AC 3 

720-190 (81042) 

Ik 

P o 

3030-953-5789 

BELT, POSITIVE DRIVE 3 

9461X1-4XR5D0 (70318) 

Ik 

F 

5305-068-0502 

SCREW, CAP: drive roll housing assembly mtg, hexagon head, 

Ho* 1/4r-20 thd size, 3/4 in. lg 

MS90725-6 (96906) 

Ik 

F 

5310-582-5965 

WASHER, LOCK: drive roll housing assembly stg, screw size 

Ho* 1/4 in. 

MS35338-44 (96906) 

EA 

12 F 


drive ROLL ASSEMBLY 

23604563 (94080) 

EA 

12 F 


SCREW, ADJUSTING 

23600844 (94080) 

EA 

P F 

5360-762-6194 

SPRING, HELICAL 

23601707 (94080) 

EA 

P F 

5330-559-2193 

SEAL, PLAIN 

12Z9018-8 (73680) 

EA 

0 

5305-068-9186 

SCREW, MACHINE: cover mtg, fillister head. No. 10-24 thd 
size, 5/8 in. lg 

MS35273-64 (96906) 

EA 

0 

5310-045-3296 

WASHER, LOCK: cover mtg, screw size No. 10 

MS35338-43 (96906) 

EA 

X2 0 


COVER 

23600841 (94080) 

EA 

P 0 

5340-226-9979 

RING, RETAINING 

5002-137 (79136) 

EA 

P 0 

5340-855-7747 

RING, RETAINING ! 

5101-56 (79136) 

EA 

P F 

3110-838-5080 

BEARING, BALL. ANNULAR 

1622DC (01664; 

EA 

12 F 


HOUSING, BEARING 

23600857 (94080) 

EA 

P F 

3020-192-8718 

GEAR, WORM 

23601699 (94080) 

EA 

12 0 


PIN, GROOOVED 

N01-8INDIAY7-8IH (70318) 

EA 

12 F 


BUSHING, MACHINED 

23601698 (94080) 

EA 

P F 

3110-227-2313 

BEARING, ROLL: needle 

B98 (80648) 

EA 

12 0 


SETSCREW 

NC77-1 6-20X1 -2IKL (70318) 

EA 

X2 F 


SPACER, SOLID 

23600845 (94080) 

EA 

P F 


SEAL, PLAIN 

71X7017 (73680) 

EA 

o 

5305-068-9186 

i SCREW, MACHINE: cover mtg, fillister head, No. 10-24 

thd size, 5/8 in. lg 

MS35273-64 (96906) 

EA 

o 

5310-045-3296 

i WASHER, LOCK: cover mtg, screw size No. 10 

MS35338-43 (96906) 

EA 


( 6 ) 


30-DAY DS MAINT 
ALLOWANCE 


(a) 

UNIT I 1-20 


(b) 

50 


51-11 


(7) 

l-YR 

ALW 

PER 

100 


<«) 

1LLUS* 

TRATION 

(o) 

FIG. 1 
NO. 

(b) 

rEM 

40. 

18 

22 

18 

23 

18 

24 

19 

1 

19 

2 

19 

3 

19 

4 

19 

5 

19 

6 

19 

7 

19 

8 

19 

9 

19 

10 

19 

11 

19 

12 

19 

13 

19 

14 

19 

15 

19 

16 

1 19 

17 

19 

18 

19 

19 

19 

20 

19 

21 

19 

22 


3 
1 

1 

1 * 

1 * 

4 
4 

1 

1 

1 

1 


1 

1 

1 I * 
1 

1 

1 

4 
4 


36 



1 


FEDERAL 

STOCK 

NUMBER 


DESCRIPTION 

REF NUMBER & MFR CODE 


USABLE QTY 

ns . UNIT INC 


30-DAY DS MAINT l-Y* ILLUS- 

ALLOWANCE Al -W TRATiON 


X2 0 

P 0 5340-226-9979 

p 0 5340-855-7747 

P F 3110-838-5080 
12 F 

P F 1 3020-192-8718 
12 0 

12 F 

P F 3110-227-2313 
12 F 

P F 3020-192-8717 
12 F 

12 F 

P F 5330-822-1785 
0 5305-068-9186 

0 5310-045-3296 

12 F 

P F 3110-108-9167 
P F 3020-192-8719 
P F 3110-293-8878 
F 5305-071-2238 

F 5310-582-5965 
F 5310-823-8803 


COVER 

23600841 (94080) 

RING, RETAINING 
5002-137 (79136) 

RING, RETAINING 
5101-56 (79136) 

BEARING, BALL* annular 
1622 DC (01664) 

HOUSING, BEARING 
23600857 (94080) 

GEAR, WORM 
23601699 (94080) 

PIN, GROOVED 
N01-8INDIAX7-8IN (70318) 

BUSHING, MACHINED 
23601698 (94080) 

BEARING, ROLL 1 needle 
B98 (80648) 

NUT, SEIF-LOCKING, HEXAGON 
21TE064 (72962) 

GEAR, SPUR 
23600838 (94080) 

KEX, WOODRUFF 
N01-16INX1-2INLG (70318) 

SPACER, SLEEVE 
23600839 (94080) 

SEAL, PLAIN 
63X3869 (73680) 

SCREW, MACHINE: cover mtg, fillister head. No. 10-24 tfad 
sise, 5/8 in. lg 
MS35273-64 (96906) 

WASHER, LOCK: cover mtg, screw sise No. 10 
MS35338-43 (96906) 

RETAINER, BEARING 
23600840 (94080) 

BEARING, BALL, ANNULAR 
99500 (43334) 

GEAR, WORM 
23600849 (94080) 

BEARING, ROLL: needle 
M471 (80648) 

SCREW, MACHINE, HEXAGON HEAD: end housing mtg, No. l/4^20 
thd slse, 1 3 A ^8 

M990725-13 (96906) 

WASHER, LOCK: end housing mtg, l/4 in. screw sise 
MS35338-44 (96906) 

WASHER, FLAT: end housing mtg, l/4 in. screw sise 
MS271 83-21 (96906) 

HOUSING, END 
23604564 (94080) 

SPRING, HELICAL 
23600847 (94080) 


(a) (b) 

1-20 21*50 

(c) 100 

EQUIP 
51-100 CNTGY 

(a) 

FIG. 1 
NO. 

(b) 

TEM 

NO. 



19 

23 

REF REF 

REF REF 

19 

24 

REF REF 

HEF REF 

19 

25 

REF REF 

REF REF 

19 

26 



19 

27 

REF REF 

REF REF 

19 

28 


EA 1 19 2y 

EA 1 19 30 

EA 1 REF REF REF REF 19 31 

EA 1 19 32 

EA 1 * 2 2 15 19 33 

EA 1 19 34 

EA 1 19 35 

EA 1 * 2 2 20 19 36 

EA 3 19 37 

EA 3 19 38 

EA 1 ^39 

EA. 1 * * 2 10 19 40 

EA 1 * * 2 9 19 41 

Ek 1 * * 2 10 19 42 

EA 2 ’9 43 

EA 2 19 44 

EA 2 19 4! 

EA 1 19 « 

EA 1 19 4 ' 


19 

37 

19 

38 

19 

39 

19 

40 

19 

41 

19 

42 


19 

43 

19 ! 

44 

19 

45 

19 

46 

19 

47 


37 


0) 

(2) 

(3) 


(4) 

(5) 


(6) 


(7) 

(8) 




DESCRIPTION 




30-DAY DS MAINT 

l-YR 

ILLUS- 

SMR 

CODE 

FEDERAL 




ALLOWANCE 

ALW 

TRAT10N 

STOCK 

USABLE 

UNIT 

INC 

( 0 ) 

(b) 

(e) 

100 

(a) 

(b) 

NUMBER 


UN 

OF 

IN 




EQUIP 

FIG. 

ITEM 



REF NUMBER & MFR CODE 

CODE 

AEA$ 

UNIT 

1-20 

21-50 

51-100 

CNTGY 

NO. 

NO. 

12 0 


SCREW, DRIVE 

N06X3-8INLGSTLCA (70318) 


EA 

1 





19 

48 

P 0 

531 5-234-7455 

PIN, STRAIGHT, HEADLESS 

52-028-125-0625 (72962) 


EA 

1 

* 

* 

2 

10 

19 

49 

X2 F 


CAM 

23600846 (94080) 


EA 

1 





19 

50 

12 F 


HANDLE 

23600860 (94080) 


EA 

1 





19 

51 

0 


SCREW, MACHINE, HEXAGON HEAD; locking stud mtg, No, 10-24 
thd size, 5/l 6 in, lg 


EA 

1 





19 

52 



MS35273-60 (96906) 










0 

5310-809-8546 

WASHER, FLAT; locking stud mtg. No. 10 screw size 
MS27183-6 (96906) 


EA 

1 





19 

53 

P 0 

5307-938-6263 

STUD, LOCKING 

23602593 (94080) 


EA 

1 

# 

* 

2 

9 

19 

54 

12 F 


RETAINER, ADJUSTABLE 

23602602 (94080) 


EA 

1 





19 

55 

F 

5305-978-9379 

SCREW, CAP, SOCKET HEAD: inlet housing mtg. No. 1/V-20 
thd size, 5/8 in. lg 

MSI 6997-50 (96906) 


EA 

2 





19 

56 

0 

5310-582-5965 

WASHER, LOCK: inlet housing mtg, No. l/4 in. screw size 
MS35338-U (96906) 


EA 

2 





19 

57 

0 

5310-823-8803 

WASHER, FLAT: inlet housing mtg, No. l/4 in. screw size 
MS271 83-21 (96906) 


EA 

2 





19 

58 

12 F 


HOUSING, INLET, GUIDE BUSHING 

23600859 (94080 ) 


EA 

1 





19 

59 

12 F 


HOUSING, GEAR 

23600864 (94080) 


EA 

1 





19 

60 

12 F 


CARRIAGE ASSEMBLY 

23602220 (94080) 


EA 

1 





20 


12 0 


STUD, POSITIVE LOCK: bottom cover 

02 (82240) 


EA 

2 





20 

1 

12 0 


PAPER, FISH 

23600920 (94080) 


EA 

1 





20 

2 

12 F 


COVER, BOTTOM 

23600919 (94080) 


EA 

1 





20 

3 

X2 F 


NUT, PLAIN, KNURLED 

23600896 (94080) 


EA 

1 





20 

4 

12 F 


BUSHING, INSULATED \ 

23600897 (94080) 


EA 

1 





20 

5 

P F 

5355-899-0305 

DIAL, SCALE 

RB (73138) 


EA 

1 

* 

# 

2 

9 

20 

6 

P 0 

5325-429-2462 

GRCMMET, RUBBER 

Z2029 (76385) 


EA 

2 

* 

# 

2 

10 

20 

7 

F 

5310-013-4524 

NUT, PLAIN, HEXAGON: connector mtg, No. ^40 thd size 
MS35649-42 (96906) 


EA 

4 





20 

8 

F 

5310-543-2410 

WASHER, LOCK: connector mtg, No. 4 screw size 

MS35338-40 (96906) 


EA 

4 





20 

9 

F 

5305-060-9438 

SCREW, MACHINE: connector mtg, round head, No* 4 40 thd 
size, 3/8 In. lg 


EA 

4 





20 

10 



MS35274-1 5 (96906) 










P F 

5935-280-1892 

CONNECTOR, ELECTRICAL RECEPTACLE: remote speed control 
cable 

AN3102A16S5P (02660) 


EA 

1 

* 

* 

2 

9 

20 

11 


38 



I 


1 


% 






FEDERAL 

STOCK 

NUMBER 


DESCRIPTION 


REF NUMBER & MFR CODE 


30-DAY DS MAINT 1*YR ILLUS- 

allowance alw I tra tion 

®ty " , *TTT , TnT ,l ™7T” fer 

INC (°) W (c) 100 

IN EQUIP 

UNIT 1-20 21-50 51-100 CNTCY 


P F 4730-192-5895 


IP 0 j 4810-192-9170 


P 0 4720-192-8699 


0 5305-725-4092 


0 5305-719-5346 


P F 5905-401-7513 


P 0 5325-640-9986 


F 5940-186-0933 


P 0 5935-401-7485 


0 5305-969-6487 


P 0 1 1220-854-9882 


0 5325-599-9153 


F 5310-013-4524 


F 5310-543-2410 


F 5305-060-9438 


FILTER, WATER 
2400-1 -42PS (90800) 

HIPPLE, CLOSE: brass, l/4 in* inside pip© sis© 

92230006 (94080) 

TEE, PIPE: brass, l/4 in* insid© pip© sis© 

9228007 (94080) 

VALVE, SOLENOID 
2630QA (38508) 

NIPPLE, PIPE 
23600925 (94080) 

NOT, JAM: hexagon, brass. No* 9/16-18 thd sis© 

N09-1 6-1 8 BRS (70318) 

HOSE ASSEMBLY, NONMETALLIC 
23600898 (94080) 

SCREW, CAP: hexagon head, brass. No* 5/8-18 thd sise, 

1 in. Ig 

MS90726-158 (96906) 

WASHER, LOCK: screw sis© 5/8 
MS35338-50 (96906) 

SETSCREW 

MS51963-35 (96906) 

BLOCK 

23601888 (94080) 

BUSHING, INSULATING 
23600922 (94080) 

RESISTOR ASSEMBLY, TERMINAL: 22,500 ohas, 10 watt 
23601129 (94080) 

GROMMET, RUBBER 
2092 (70485) 

WIRING HARNESS 
23602221 (94080) 

TERMINAL, STRIP 
20-141 (71785) 

TERMINAL, STRIP 
4-141 (71785) 

CONNECTOR: electrical receptacle 
97-31 02A24-5P4 (02660) 

SOBEW, MACHINE: solenoid ralve ntg, Ho* 10-32 thd aise. 
1/4 in* lg ’ 

MS35266-59 (96906) 

NIPPLE, PIPE* gas 
23600924 (94080) 

NIPPLE* gas hose connection 
8030257 (94080) 

GROM 5 C, RUBBER* electrical wire 
546 (70485) 

NUT, PLAIN, HEXAGON: receptacle ntg, No. ArJLO thd else 
MS35649-42 (96906) ' 

WASHER, LOCK* receptacle ntg, screw sise Ifo. 4 
MS35338-40 (96906) 

^REW, MACHINE* receptacle ntg, So. 4-40 thd sise, 3-8 in* 
MS35274-15 (96906) 


12 21 11 


21 13 


9 21 14 


9 21 17 


21 18 


21 19 



12 21 23 


9 21 24 


21 26 


9 21 28 


* 
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Figure 10. Pull Gun. 
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Figure 13, indicator Light and Relay and Coil Assembly 









ijtllfff 


wm* i 

will' 

■ . 

%m *» 


>«*« ■ (.mm 

'm.mv .mm : 

©*»'. .J.»4 »l& 

■ . JljU) WHfTf 

i. 5 -,4 : W**r.h!j 0*> » ' 

;' :: KO« 

■■ 

lil ■ 






51 


ME 3431-221-23.P/19 



Figure 19. Drive Roll Assembly 











SECTION VI!. INDEX-FEDERAL STOCK NUMBER AND REFERENCE NUMBER 
CROSS-REFERENCE TO FIGURE AND ITEM NUMBER 


STOCK NUMBER 

FIGURE HO® 

ITEM HO® 

1220-854^9882 

21 

a. 

2930-192-9307 

4 

5 

2930-192-9321 

5 


3020-192-8717 

19 

33 

3020-192-8718 

19 

14 

3020-193-8718 

19 

28 

3020-192-8719 

19 

41 

3020-192-8727 

9 

32 

3020-192-8729 

9 

8 

3020-192-8729 

9 

18 

3030-953-5789 

18 

24 

3110-108-9167 

19 

40 

3110-183-9164 

16 

9 

3110-227-2313 

19 

17 

3110-227-2313 

19 

31 

3110-227-3038 

9 

31 

3110-293-8878 

19 

42 

3110-755-6613 

9 

7 

3110-755-6613 

9 

17 

3110-838-5080 

19 

12 

3110-838-5080 

19 

26 

3120-580-1658 

9 

11 

3120-580-1658 

9 

21 

3120-762-6268 

9 

33 

3431-471-3053 

10 


3431-471-3054 

9 

as 

3431-471-3055 

8 

6 

3431-471-3056 

10 


3431-471-3057 

10 

32 

3431-471-3058 

10 

28 


3431-471-3059 

8 

6 

3431-471-3060 

8 


3431-471-3060 

16 

21 

3431-471-3061 

17 

18 

3431-471-3062 

10 

21 

3431-471-3063 

10 

16 

3431-471-3064 

10 

12 

3431-471-3065 

10 

3 

3431-471-3066 

12 

14 

3431-471-3067 

2 

3 

3431-471-3069 

16 


3431-471-3070 

1 

10 

3431-481-2279 

8 

5 

3431-904-7357 

8 

1 

3431-904-9082 

10 

1 

3431-904-9083 

8 

8 

3431-930-8256 

8 

1 

3432-911-9879 

18 

2 

3439-885-0087 

2 

1 

3439-885-0088 

1 

4 

3439-885-0089 

1 

5 

3439-885-0090 

1 

8 

3439-885-0091 

1 

7 

3439-886-3411 

2 

2 

4130-980-0113 

11 

27 

4130-980-0113 

11 

32 

4130-980-0114 

11 

28 

4130-980-0114 

11 

33 

4320-960-5452 

5 

3 

4720-192-8699 

21 

l 4 ^ 


STOCK HUMBER 

.FIGURE HO. 

ITEM NO. 

4720-192-8722 

10 

31 

4720-192-8726 

10 

30 

4720-459-2690 

1 

9 

4730-192-8697 

7 

5 

4730-192-8895 

21 

11 

4730-195-5797 

7 

11 

4730-200-0257 

4 

7 

4730-350-8636 

7 

9 

4730-631-1267 

4 

6 

4730-631-1267 

7 

6 

4730-871-5133 

14 

5 

4730-871-5153 

1 

1 

4730-871-5153 

21 

1 

4810-192-9170 

21 

14 

5305-060-9438 

IS 

10 

5305-060-9438 

20 

10 

5305-060-9438 

20 

15 

5305-060-9438 

21 


5305-068-0502 

19 

1 

5305-068-0542 

17 

12 

5305-068-9186 

17 

21 

5305-068-9186 

19 

7 

5305-068-9186 

19 

21 

5305-068-9186 

19 

37 

5305-071-2238 

19 

43 

5305-086-8620 

5 

1 

5305-226-7220 

12 


5305-226-7221 

11 


5305-226-7221 

11 

12 

5305-226-7221 

12 



5305-226-7223 

11 

17 

5305-226-7223 

17 

23 

5305-614-0269 

18 

13 

5305-717-6933 

9 

4 

5305-719-5346 

21 

20 

5305-720-8657 

10 

5 

5305-720-8657 

10 

7 

5305-725-4092 

21 

18 

5305-725-7209 

11 


5305-725-7209 

13 

10 

5305-725-7209 

13 

18 

5305-727-5677 

22 

4 

5305-810-2069 

10 

19 

5305-810-2069 

10 

27 

5305-814-4065 

16 

3 

5305-814-4065 

17 


5305-814-4065 

18 

3 

5305-839-4513 

12 


5305-839-4513 

12 

10 

5305-839-4513 

17 

15 

5305-839-4513 

18 

7 

5305-854-6688 

7 

7 

5305-855-0956 

17 


5305-901-7252 

11 


5305-901-7252 

11 

21 

5305-901-7252 

12 


5305-934-9872 

10 

15 

5305-934-9872 

10 

24 

5305-942-2218 

10 

11 

5305-942-2218 

20 

20 
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SECTION VII. 


INDEX-FEDERAL STOCK NUMBER AND REFERENCE NUMBER 
CROSS REFERENCE TO FIGURE AND ITEM NUMBER (Continued) 


STOCK NUMBER 

FIGURE MO. 

ITEM 1 

5305-947-6974 

17 

10 

5305-954-4260 

6 

8 

5305-958-3048 

12 

6 

5305-969-6487 

21 


5305-978-9349 

10 

10 

5305-978-9379 

19 

56 

5305-978-9379 

20 

24 

5306-225-8497 

4 

3 

5307-938-6263 

19 

54 

5310-012-0361 

16 

1 

5310-012-0364 

17 

2 

5310-013-4524 

20 

8 

5310-013-4524 

20 

13 

5310-013-4524 

21 


5310-013-4530 

10 

9 

5310-013-4530 

10 

40 

5310-013-4530 

11 

23 

5310-013-4530 

12 


5310-013-4530 

12 

12 

5310-013-4530 

17 

9 

5310-013-4530 

17 

16 

5310-013-4534 

11 


5310-045-3289 

11 

13 

5310-045-3296 

16 

2 

5310-045-3296 

17 


5310-045-3296 

18 

4 

5310-045-3296 

19 

8 

5310-045-3296 

19 

22 

5310-045-3296 

19 

38 

5310-045-3299 

11 



5310-045-3299 

11 

18 

5310-045-3299 

12 


5310-045-3299 

13 


5310-045-3299 

13 

6 

5310-068-5285 

18 

20 

5310-068-5285 

20 

18 

5310-081-4219 

4 

4 

5310-081-4219 

22 

5 

5310-082-1404 

9 

24 

5310-082-1404 

17 


5310-082-1404 

20 

21 

5310-186-7454 

9 

23 

5310-186-7454 

10 

20 

5310-186-7454 

12 


5310-186-7454 

12 

11 

5310-186-7454 

17 


5310-186-7454 

18 

14 

5310-189-5217 

18 

21 

5310-191-4104 

10 

2 

5310-191-4104 

10 

4 

5310-193-1028 

10 

17 

5310-193-1028 

10 

25 

5310-407-9566 

4 

2 

5310-488-9144 

17 

24 

5310-515-8056 

12 


5310-515-8058 

11 


5310-515-8058 

12 


5310-543-2410 

18 

11 

5310-543-2410 

20 

9 

5310-543-2410 

20 

9 


Stock number 

..FIGURE 80. 

am. tfflt 

5310-543-2410 

20 

14 

5310-543-2410 

21 


5310-582-5965 

12 

7 

5310-582-5965 

19 

2 

5310-582-5965 

19 

44 

5310-582-5965 

19 

57 

5310-582-5965 

20 

25 

5310-596-6870 

17 


5310-616-3555 

11 


5310-616-3555 

11 

22 

5310-616-6949 

11 


5310-616-6949 

11 

19 

5310-616-6949 

12 


5310-616-6949 

13 

5 

5310-761-6882 

17 

13 

5310-767-0445 

4 

1 

5310-803-1833 

12 


5310-809-4085 

12 

- 

5310-809-8544 

13 

7 

5310-809-8546 

16 

4 

5310-809-8546 

17 


5310-809-8546 

19 

53 

5310-823-8803 

19 

45 

5310-823-8803 

19 

58 

5315-039-5579 

16 

18 

5315-234-7455 

19 

49 

5315-271-3012 

16 

7 

5320-754-1907 

15 

8 

5325-429-2462 

20 

4 

5325-599-9153 

21 



5325-640-9986 

24 

34 

5325-824-7799 

22 


5330-193-0977 

10 

29 

5330-559-2193 

19 

6 

5330-621-9292 

4 

9 

5330-822-1785 

19 

36 

5340-205-5149 

22 

10 

5340-220-9979 

19 

24 

5340-266-9979 

19 

10 

5340-855-7747 

19 

11 

5340-855-7747 

19 

25 

5340-885-0085 

10 


5340-885-0085 

14 

4 

5340-885-0085 

21 

2 

5340-885-0085 

21 

3 

5340-885-0086 

10 


5355-899-0305 

20 

6 

5360-762-6191 

10 

13 

5360-762-6194 

19 

5 

5365-191-8310 

8 

3 

5365-194-3685 

8 

4 

5365-402-5881 

8 

3 

5365-493-8215 

8 

7 

5365-493-8216 

8 

4 

5905-324-6962 

12 

16 

5905-401-7484 

22 

8 

5905-401-7499 

12 

37 

5905-401-7505 

12 

36 

5905-401-7506 

12 

29 

5905-401-7508 

12 

30 
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SECTION VII. INDEX-FEDERAL STOCK NUMBER AND REFERENCE NUMBER 
CROSS-REFERENCE TO FIGURE AND ITEM NUMBER (Continued) 


STOCK NUMBER 

FIGURE NO* 

ITEM NO* 

STOCK NUMBER 

FIGURE NO. 

ITEM NO. 

5905-401-7509 

12 

35 

5945-401-7510 

13 

9 

5905-401-7513 

21 

23 

5945-401-7511 

17 

25 

5910-086-0648 

12 

5 

5945-412-0583 

3 

2 

5910-256-3771 

12 

27 

5945-823-2711 

11 

25 

5910-866-3005 

6 

2 

5945-823-2711 

11 

29 

5920-190-7325 

11 

15 

5945-920-791 8 

11 

30 

5920-280-8344 

12 

20 

5950-401-7481 

12 

18 

5930-050-2696 

13 

2 

5950-401-7482 

11 

31 

5930-050-2696 

22 

1 

5950-401-7514 

3 

1 

5930-050-2699 

22 

2 

5950-645-5705 

12 

26 

5930-088-9327 

10 

22 

5950-980-1727 

11 

26 

5930-356-4666 

21 

4 

5960-107-7583 

12 

2 

5930-401-7494 

6 

6 

5960-179-4446 

12 

3 

5935-060-3920 

12 

25 

5960-188-3567 

12 

4 

5935-173-5713 

12 

15 

5960-882-0190 

12 

1 

5935-259-1089 

20 

16 

5970-489-0519 

8 

2 

5935-280-1892 

20 

11 

5975-284-6628 

14 

6 

5935-401-7485 

21 

28 

5975-548-6520 

4 

9 

5935-403-6740 

12 

33 

6105-407-0952 

6 


5935-403-6741 

12 

- 

6150-479-3418 

14 

9 

5935-539-2854 

14 

- 

6150-479-3419 

4 

11 

5940-186-0933 

21 

26 

6150-479-3420 

4 

13 

5940-271-6746 

1 

6 

6210-087-6371 

13 

1 

5940-500-7244 

10 

- 

6240-143-3060 

13 


5940-503-9995 

4 

12 

6240-194-5984 

11 

1 

5940-686-0933 

11 

24 

6680-481-3878 

18 

12 

5945-350-2232 

11 

20 

6685-470-6231 

2 

5 


REFERENCE 

MFG 

FIG. 

ITEM 

REFERENCE 

MFG 

FIG. 

ITEM 

— HP, 

CODE 

NO. 

NO. 

HO. 

CODE 

NO. 

NO. 

AGC1-2 

71400 

12 

20 

C3J 

80098 

12 

1 

■AN305 5-28-1 6 

02660 

1 

13 

C5002 

44408 

5 

12 

AH3057-16 

02660 

1 

12 

C5023 

44408 

5 

2 

AN3102A16S5P 

02660 

20 

11 

C6145 

44408 

5 

14 

AN3102A18-22S 

02660 

20 

16 

C9031-1DESE 

78553 

17 

4 

AH31 0641 8-22P 

02660 

10 

- 

DB14 

49367 

14 

11 

AH470A5-6 

88044 

15 

8 

DB4A 

49367 

14 


41960-8 

88044 

11 

• 

DB4B 

49367 

14 

8 

AN960-8 

88044 

12 

- 

DB4E 

49367 

14 


41 8455 

81349 

2 

7 

DB438 

49367 

14 

6 

45007 

44408 

5 

11 

DBS 

49367 

4 

9 

45013 

44408 

5 

1 

DB94 

49367 

4 

9 

45014 

44408 

5 

7 

DB9B 

49367 

4 

9 

45016 

44408 

5 

6 

DB9E 

49367 

4 

9 

45024 

44408 

5 

10 

FIG41 -1-4-40 

34494 

7 

3 

45024 

44408 

6 

12 

FNM10 

71400 

11 

15 

450515 

44408 

5 

5 

GC3 

74936 

1 

7 

45226 

44408 

5 

3 

GG 

53477 

1 


45411 

44408 

5 

13 

J40262-4PQRM 

88234 

21 

4 

46239 

44408 

5 

8 

MILE1-195BOB3 

81349 

12 

4 

46310 

44408 

5 

9 

MSI 5567-1 

72619 

13 


46311 

44408 

5 

4 

MSI 6628-37 

96906 

9 

16 

BX440A110V 

01121 

11 

25 

MSI 6628-7 

96906 

9 

6 

BX440424V 

01121 

11 

29 

MSI 6997-21 

96906 

10 

10 

B69-3 

71041 

9 

11 

MSI 6997-50 

96906 

19 

66 

B69-3 

71041 

9 

21 

MSI 6997-59 

96906 

20 

24 

B98 

80648 

19 

17 

MS 2461 7-34 

96906 

7 

7 

B98 

80648 

19 

31 

1624625-34 

96906 

12 

•» 

CC161-4 

71785 

13 

3 

MS24629-47 

96906 

17 

— , 

Cl 248-841 

78553 

12 

- 

MS 24650-33 

96906 

6 

4 
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SECTION VII. INDEX-FEDERAL STOCK NUMBER AND REFERENCE NUMBER 
CROSS-REFERENCE TO FIGURE AND ITEM NUMBER Continual) 


REFKRENCE 

MFG 

FIG® 

1TM 

REFERENCE 

MFC 

FIG® 

mat 

NO. 

CODE 

MO® 

MO® 

10® 

££EE 

10 ® 

Jfi*. 

MS 24650-33 

96906 

6 

8 

M33 5338-41 

96906 

12 


MS25036-1 

96906 

4 

12 

163 5333-41 

96906 

12 

11 

MS25043-16G 

96906 

20 

12 

1635338-41 

96906 

17 


MS25253-4 

96906 

10 

22 

1635338-41 

96906 

18 

14 

MS27183-12 

96906 

4 

4 

1635338-42 

96906 

11 


18271 83-1 2 

96906 

22 

5 

1635338-42 

96906 

11 

13 

MS27183-16 

96906 

12 

- 

MS35338-42 

96906 

11 

18 

MS271 83-20 

96906 

18 

20 

MS35338-42 

96906 

12 


1827183-20 

96906 

20 

18 

1635338-42 

96906 

13 


M5271 83-21 

96906 

19 

45 

1635338-42 

96906 

13 

6 

MS271 83-21 

96906 

19 

58 

1635338-43 

96906 

16 

2 

MS27183-3 

96906 

9 

24 

1635338-43 

96906 

17 


1627183-6 

96906 

17 

• 

1635338-43 

96906 

18 

4 

MS27183-6 

96906 

19 

53 

1635338-43 

96906 

19 

8 

KS27183-6 

96906 

20 

21 

1635338-43 

96906 

19 

22 

MS27183-7 

96906 

13 

7 

1635338-43 

96906 

19 

38 

MS27183-8 

96906 

16 

4 

1635338-44 

96906 

12 

7 

MS 271 83-8 

96906 

17 

- 

1635338-44 

96906 

19 

2 

KS3106A24-5S 

96906 

1 

14 

1635338-44 

96906 

19 

44 

H335265-37 

96906 

18 

13 

1635338-44 

96906 

19 

57 

MS35272-43 

96906 

11 


MS3 5338-44 

96906 

20 

25 

MS3 5273-25 

96906 

10 

11 

1635338-45 

96906 

4 

2 

MS3 5273-25 

96906 

20 

20 

1635338-50 

96906 

21 

19 

M83 5273-26 

96906 

10 

5 

MS35338-71 

96906 

11 


16352273-26 

96906 

10 

7 

MS3 5338-71 

96906 

11 

22 

MS35273-28 

96906 

12 

- 

1635642-85 

96906 

11 

mm 

MS3 5273-28 

96906 

12 

10 

163 5649 

96906 

17 

2 

M535273-28 

96906 

17 

15 

1635649-102 

96906 

16 

1 

MS35273-28 

96906 

18 

7 

MS3 5649-42 

96906 

20 

8 

MS35273-31 

96906 

11 

- 

1635649-42 

96906 

20 

13 


MS3 5273-31 

96906 

11 

21 

MS3 5649-42 

96906 

21 

m 

MS3 5273-31 

96906 

12 


KS3 5649-62 

96906 

10 

9 

MS3 5273-34 

96906 

17 

10 

MS3 5649-62 

96906 

10 

40 

MS35273-38 

96906 

9 

22 

MS3 5649-62 

96906 

•11 


MS35273-43 

96906 

11 

- 

KS3 5649-62 

96906 

11 

23 

MS3 5273-43 

96906 

11 

12 

MS3 5649-62 

96906 

12 


MS35273-4 3 

96906 

12 

• 

1635649-62 

96906 

12 

12 

MS3 5273-45 

96906 

11 

17 

1635649-62 

96906 

17 

9 

MS35273-45 

96906 

17 

23 

MS3 5649-62 

96906 

17 

16 

MS3 5273-47 

96906 

11 

~ 

1635649-65 

96906 

12 


MS35273-47 

96906 

13 

10 

HS35649-85 

96906 

11 

- 

MS3 5273-47 

96906 

13 

18 

1635649-85 

96906 

11 

19 

MS3 5273-48 

96906 

17 

5 

1635649-85 

96906 

12 


MS35273-50 

96906 

12 

- 

1635649-85 

96906 

13 

5 

MS35273-60 

96906 

19 

52 

1651963-35 

96906 

21 

20 

MS3 5273-64 

96906 

17 

21 

1651 964-1 8 

96906 

18 

16 

MS3 5273-64 

96906 

19 

7 

1651965-57 

96906 

9 

15 

KS3 5273-64 

707 UO 

19 

21 

1651 967-2 

96906 

17 

13 

KS3 5273-64 

96906 

19 

37 

MS 51 969-9 

96906 

14 

1 

KS3 5273-84 

96906 

12 

6 

1651971-2 

96906 

4 

1 

K335274f-15 

96906 

18 

10 

1651982-41 

96906 

9 

4 

MS3 5274-1 5 

96906 

20 

10 

MS90725-13 

96906 

19 

43 

KS3 5274-1 5 

96906 

20 

15 

1690725-32 

96906 

4 

3 

MS3 5274-1 5 

96906 

21 


1690725-6 

96906 

17 

12 

HS3 5338-40 

96906 

18 

11 

1690725-6 

96906 

19 

1 

KS3 5338-40 

96906 

20 

9 

1690726-158 

96906 

21 

18 

MS3 5338-40 

96906 

20 

14 

1890726-162 

96906 

22 

4 

MS3 5338-40 

96906 

21 


169316-07 

96906 

16 

3 

MS3 5338-41 

96906 

9 

23 

M39316-07 

96906 

17 

- 

MS3 5338-41 

96906 

10 

20 

189316-07 

96906 

17 

1 
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B£f£HQfG£ 

MO. 

KS9316-07 

M20MPK 

M471 

M62-08-117 
N01-16INX1-2IMLG 
H01-40DZ1 05XDZ02 
N01-8HTOIAX7-8IN 
HOI -8INDIAX7-8IH 
H03-4 

H03-4-16BHS 
H03-48BKS 
N 03-48X3-8IHLGBR 
M05-4QX1 1-4MLGS 
H06-32X5-1 6 INLG 
H06X3-8INLGSTLCA 
H07-1 6 - 1 GX1-2IHL 
N09-16-18BRS 
PHI 976-1 

PI 61HPM20PERCEHT 

P3-19 

P829ZN 

QQS633 

HB 

HB249 

SS50890 

SI-58274 

SI 3832-1 2 

TYPECS1-4HP1 725R 

WA510 

1107419 


1107419 
1107420 
XI 07420 
X217703 
X217703 
Z2029 
QA01P 
02 

1-1-2CCC991-10 

1-250 

1 -8DIAX3-8INLGBR 
1 -8DIAX3-8IHLGBR 
1B04 

1 MSTLCADPL 

1134 
12AT7 
12Z9018-8 
123-210-100 
125BRZ45DEG1-4HP 
1 301 BX 1 80QDZXTELTUBIHG 
13222000 
13230200 
156B03 
15834 
15834 
16-141 
1614DC 
1614DC 
161497 
162200 


SECTION VII. 


!iSE?‘!!S? ERAL ST0CK NUMBER AND REFERENCE 
CROSS-REFERENCE TO FIGURE AND ITEM NUMBER 


NUMBER 

(Continued) 



MFG 

FIG. 

ITEM 

CODE 

NO. 

NO. 

96906 

18 

3 

37942 

12 

16 

80648 

19 

42 

00656 

12 

5 

70318 

19 

34 

70318 

12 


70318 

19 

15 

70318 

19 

29 

70318 

14 

7 

70318 

21 

a 

70318 

12 


70318 

12 


70318 

17 

19 

70318 

10 

19 

70318 

19 

48 

70318 

19 

18 

70318 

21 

16 

12300 

13 

11 

00656 

12 

34 

82240 

22 


00656 

12 

27 

81348 

18 

21 

73138 

20 

6 

37942 

12 

17 

03058 

7 

$ 

03507 

1 


73957 

10 

41 

50380 

6 


76665 

9 

30 

01121 

11 

28 


REFRBBBC E 

— m* 


1622DC 

171A02 

193202-537 

20-141 

20-141 

2092 

21TE064 

22M04 

22K50 

22M82 

22NC4-058 

2251 B 

23100198 

23100204 

23101034 

23101654 

23101767 

23101793 

23101796 

23101802 

23101896 

23101897 

23101899 

2351 ‘>125 

235*11150 

23540102 

23600472 

23600836 

23600838 

23600839 


MFG 

CODS 

01664 

50380 

72619 

71785 

71785 

70485 

72962 

72962 

72962 

72962 

72962 

02660 

94080 

94080 

94080 

94080 

94080 

94080 

94080 

94080 

94080 

94080 

94080 

94080 

94080 

94080 

94080 

94080 

94080 

94080 


PIG. 

12 *— 

19 

6 

13 

11 

21 

21 

19 

17 

17 

17 
22 
22 
12 
12 

4 

7 

7 

7 

7 

7 

7 

7 
4 

10 

8 
3 

11 

18 
19 
19 


ITEM 

JLQ* 

26 

6 

i 

24 

26 

24 

32 


24 

3 

8 

36 

29 

11 

14 

15 
12 

8 

11 

1 

10 

5 


14 

19 

33 

35 




01121 11 

01121 11 

01121 11 

01121 11 

01121 11 

76385 20 

01121 11 

82240 20 

44408 5 

79138 10 

70318 1 

70318 15 

50380 6 

70318 14 

78189 14 

81349 12 

73680 19 

*1143 12 

74928 4 

83616 3 

94080 1 

94080 1 

50380 6 

14608 15 

14608 22 

71785 12 

71041 9 

71041 9 

50380 6 

OI 664 19 


33 23600840 

27 23600841 

32 23600841 

23600844 
30 23600845 

4 23600846 

26 23600847 

1 23600849 
23600857 
23600857 

6 23600859 

3 23600860 

10 23600864 

10 23600893 

4 23600896 

3 23600897 

6 23600898 

15 23600910 

* 23600917 

11 23600919 

* 23600920 

6 23600922 

16 23600923 

7 23600924 

10 23600925 

13 23600927 

7 23600934 

17 23600938 

2 23600939 

12 23600940 


94080 

19 

94080 

19 

94080 

19 

94080 

19 

94080 

19 

94080 

19 

94080 

19 

94080 

19 

94080 

19 

94080 

19 

94080 

19 

94080 

19 

94080 

19 

94080 

18 

94080 

20 

94080 

20 

94080 

21 

94080 

18 

94080 

17 

94080 

20 

94080 

20 

94080 

21 

94080 

21 

94080 

21 

94080 

21 

94080 

15 

94080 

20 

94080 

20 

94080 

21 

94080 

20 


39 

9 

23 

4 

19 

50 
47 
41 
13 
27 

59 

51 

60 
18 

4 

5 
17 

5 

8 

3 

2 

22 

10 

15 

5 

26 

17 

7 
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SECTION VII. INDEX-FEDERAL STOCK NUMBER AND REFERENCE NUMBER 
CROSS-REFERENCE TO FIGURE AND ITEM NUMBER (Continued) 


URRHGB 

MFC 

FIG. 

ITEM 

*0. 

COOK 

10. 

MO. 

23600947 

94080 

16 

8 

23600948 

94080 

16 

14 

23600950 

94080 

16 

6 

23600952 

94080 

16 

13 

23600955 

94080 

15 

9 

23600957 

94080 

16 

11 

23600959 

94080 

16 

16 

23600960 

94080 

16 

21 

23600964 

94080 

15 

10 

23600965 

94080 

17 

11 

23600979 

94080 

1 

9 

23600981 

94080 

16 

10 

23600983 

94080 

22 

6 

23600992 

94080 

12 

14 

23601004 

94080 

12 

30 

23601005 

94080 

12 

35 

23601006 

94080 

12 

28 

23601021 

94080 

12 

21 

23601035 

94080 

12 

22 

23601036 

94080 

12 

38 

23601039 

94080 

13 

9 

23601040 

94080 

12 

9 

23601042 

94080 

U 

12 

25601076 

94080 

8 

3 

23601086 

94080 

8 

3 

23601091 

94080 

17 


23601092 

94080 

17 

17 

23601096 

94080 

16 

17 

23601097 

94080 

16 

5 

23601099 

94080 

17 

20 


23601101 

94080 

17 

25 

23601102 

94080 

17 

22 

23601103 

94080 

17 

27 

23601104 

94080 

16 

19 

23601112 

94080 

9 

34 

23601116 

94080 

9 

37 

23601116 

94080 

10 

13 

23601123 

94080 

9 

5 

23601129 

94080 

21 

23 

23601134 

94080 

18 

1 

24601548 

94080 

21 

6 

23601561 

94080 

16 

20 

23601659 

94080 

9 

28 

23601698 

94080 

19 

16 

23601698 

94080 

19 

30 

23601699 

94080 

19 

14 

23601699 

94080 

19 

28 

23601707 

94080 

19 

5 

23601825 

94080 

8 

5 

23601830 

94080 

8 

6 

23601832 

94080 

8 

6 

23601834 

94080 

9 

20 

23601835 

94080 

9 

10 

23601871 

94080 

20 

22 

23601873 

94080 

3 

1 

23601874 

94080 

3 

2 

23601888 

94080 

21 

21 

23602027 

94080 

8 

9 

23602028 

94080 

8 

10 

23602115 

80382 

8 

1 


HEFKBEHCB 

ma 

FIG. 

ITEM 

MO. 

CODE 

■JPg 

JSSx 

23602135 

80382 

8 

1 

23602147 

94080 

10 

16 

23602149 

94080 

10 

4 

23602153 

94080 

10 

12 

23602154 

94080 

10 

1 

23602155 

94080 

10 

2 

23602157 

94080 

10 

3 

23602158 

94080 

10 

28 

23602159 

94080 

10 

32 

23602160 

94080 

10 

31 

23602161 

94080 

10 

30 

23602163 

94080 

10 


23602164 

94080 

10 

39 

23602165 

94080 

10 

42 

23602166 

94080 

10 

8 

23602167 

94080 

10 

18 

23602168 

94080 

10 

37 

23602169 

94080 

10 

6 

23602170 

94080 

10 

36 

23602172 

94080 

10 

23 

23602173 

94080 

10 

14 

23602173 

94080 

10 

38 

23602177 

94080 

10 

33 

23602183 

94080 

18 

15 

23602184 

94080 

18 

8 

23602185 

94080 

18 

9 

23602186 

94080 

18 

17 

23602187 

94080 

18 

12 

23602189 

94080 

22 

7 

23602195 

94080 

17 

7 


23602196 

94080 

17 

6 

23602197 

94080 

17 

3 

23602199 

94080 

15 

1 

23602201 

94080 

18 

2 

23602202 

94080 

17 

18 

23602204 

94080 

1 

«. 

23602206 

94080 

1 

10 

23602206 

94080 

18 

6 

23602211 

94080 

15 

2 

23602213 

94080 

1 

15 

23602217 

94080 

16 


23602218 

94080 

17 

14 

23602219 

94080 

22 

9 

23602220 

94080 

20 

- 

23602221 

94080 

21 

25 

23602258 

94080 

9 

25 

23602259 

94080 

9 

26 

23602260 

94080 

9 

1 

23602260 

94080 

9 

12 

23602261 

94080 

9 

29 

23602264 

94080 

9 

27 

23602265 

94080 

9 

32 

23602266 

80382 

8 

8 

23602267 

94080 

9 

13 

23602268 

94080 

9 

2 

23602271 

94080 

8 

4 

23602272 

94080 

8 

4 

23602275 

94080 

8 

2 

23602276 

94080 

8 

2 

23602279 

94080 

9 

38 
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SECTION VII. INDEX-FEDERAL STOCK NUMBER AND REFERENCE NUMBER 
CROSS-REFERENCE TO FIGURE AND ITEM NUMBER (Continual) 


BEFEEEHCE 

MFG 

FIG. 

ITEM 

12* 

CODE 

-12*. 

■JO* 

23602280 

94080 

9 


23602282 

94080 

9 

8 

23602282 

94080 

9 

18 

23602343 

94080 

10 


23602344 

94080 

10 


23602345 

94080 

10 


23602362 

94080 

9 

36 

23602481 

92292 

11 

34 

23602584 

94080 

17 

26 

23602593 

94080 

19 

54 

23602602 

94080 

19 

55 

23602603 

94080 

8 

13 

23602623 

94080 

10 

17 

23602623 

94080 

10 

25 

23602683 

94080 

10 

34 

23603023 

94080 

9 

33 

23603279 

01121 

11 

31 

23603638 

94080 

12 

8 

23604508 

94080 

a 

7 

23604563 

94080 

19 

3 

23604564 

94080 

19 

46 

23604568 

94080 

8 

15 

23604580 

94080 

8 

12 

23604582 

94080 

10 

21 

23604750 

94080 

8 

14 

23604954 

94080 

10 


23606191 

94080 

10 

29 

23892245 

75042 

12 

37 

23892647 

94080 

16 

15 

23900209 

94080 

21 

9 


23900328 

94080 

16 

12 

23900328 

94080 

16 

12 

24404 

50380 

6 

5 

2400-1 -4IPS 

90800 

21 

11 

26P03 

50380 

6 

14 

263001 

38508 

21 

14 

268P 

30327 

4 

6 

2681> 

30327 

7 

6 

3-8SST 

87419 

16 

9 

3206X4 

79470 

4 

7 

320882 

00779 

10 


325 

78263 

14 

2 

35559 

00779 

1 

11 

391 

50380 

6 

3 

4-141 

71785 

21 

27 

40PVC1-2HFT80DEG 

74928 

7 

2 

41186 

00779 

14 


4319 

00141 

10 

15 

4319 

00141 

10 

24 

45K12 

00207 

12 

19 

45K6 

00207 

12 

18 

4575 

71400 

11 

16 

49402 

50380 

6 

15 

5X3 GT 

03507 

12 

2 

501HS125V50V 

08808 

11 

1 

5002-112 

79136 

9 

3 

5002-112 

79136 

9 

14 

5002-137 

79136 

19 

10 

5002-137 

79136 

19 

24 

5101-56 

79136 

19 

11 

5101-56 

79136 

19 

25 


REFEHEMCE 

MFG 

no. 

ITEM 

HO. 

CODE 

JLQt - 


51881 

50380 

6 

13 

52-02B1 25-0750 

73962 

16 

18 

52-028-125-0625 

72962 

19 

49 

52-028-125-1750 

72962 

16 

7 

5266 

74545 

U 

— 

546 

70485 

21 

— 

58647 

50380 

6 

7 

6B02 

5 0380 

6 

11 

624 

53477 

10 

— 

63X3869 

73680 

19 

36 

651 5M 

01536 

12 


699X10 

75382 

12 

24 

699X14 

75382 

12 

23 

71X7017 

73680 

19 

20 

720-190 

81042 

18 

23 

7653 

71126 

15 

4 

7653 

71126 

22 

11 

769 

53477 

10 

* 

771278 

11456 

8 

16 

77A278-1 

11456 

8 

18 

77A278-2 

11456 

8 

17 

77R3 

43334 

9 

31 

7856 

04941 

12 


79B 

50380 

6 

9 

8030245 

94080 

10 


8030246 

94080 

10 

_ 

8030247 

94080 

1 


8030247 

94080 

1 

1 

8030247 

94080 

14 

5 

8030247 

94080 

21 

1 


8030254 

94080 

1 


8030254 

94080 

1 

2 

8030254 

94080 

10 


8030254 

94080 

14 

4 

8030254 

94080 

21 

2 

8030255 

94080 

1 

3 

8030255 

94080 

10 


8030255 

94080 

21 

3 

8030256 

94080 

7 

5 

8030256 

94080 

20 

19 

8030257 

94080 

21 


8030273 

94080 

10 


8030277 

94080 

10 


8068054 

94080 

2 

2 

8283096 

94080 

12 

32 

8284358 

94080 

4 

13 

8301683 

94080 

2 

3 

8301976 

94080 

2 

1 

8303322 

94080 

2 

4 

8329264 

94080 

10 

43 

8341094 

94080 

14 

9 

8342293 

94080 

7 

4 

8390065 

94080 

2 

6 

8410127 

94080 

2 

5 

8453 

70903 

10 


849Z0D33-2 

01121 

11 

20 

8640 

11005 

7 

13 

8801 

27191 

11 

11 

8822K8 

27191 

13 

2 

8822K6 

27191 

22 

1 

8824 

27191 

22 

2 
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SECTION VII. INDEX-FEDERAL STOCK NUMBER AND REFERENCE NUMBER 
CROSS-REFERENCE TO FIGURE AND ITEM NUMBER (Continued) 


reference 

MFG 

FIG* 

ITEM 

REFERENCE 

MFG 

FIG* 

ITEM 

NO* 

CODE 

Ms 

JKLt. 



CODE 

HO* 

NO* 

8990EQ1990G2 

90211 

3 

3 

9461X1 -4XR5D0 

70318 

18 

24 

9082210 

94080 

1 

4 

95020060 

94080 

10 


9083210 

94080 

1 

- 

95103421 

94080 

18 

22 

9083210 

94080 

1 

5 

95194805 

94080 

10 


92010026 

94080 

4 

10 

95195024 

94080 

10 


92026015 

94080 

10 

35 

97-3057-10-6 

02660 

10 


92028203 

94080 

9 

35 

97-31 02A24-5P432 

02660 

21 

28 

92028260 

94080 

9 

9 

9799-23 

00629 

12 

25 

92028260 

94080 

9 

19 

9799-47 

00629 

12 

33 

92042824 

70318 

10 

27 

9799-48 

00629 

12 


92140030 

94080 

21 

5 

99500 

43334 

19 

40 

9223006 

94080 

21 

12 

9998605 

94080 

2 


9228007 

94080 

21 

13 






PARTS HOT ILLUSTRATED 


STOCK HUMBER 

PAGE 

STOCK NUMBER 

PAGE 

STOCK NUMBER 


3431-471-3071 

12 

5940-500-7244 

9 

6145-500-4779 

9 

5940-1 1 5-2556 

12 

5940-503-9995 

9 

6145-545-6226 

12 


REFERENCE 

MFG 

PAGE 

REFERENCE 

MFG 

PAGE 

NO* 

CODE 


NO. 

CODE 


23040171 

94080 

3 

23511100 

94080 

12 

23510504 

94080 

11 



r t 


* 


w % 
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By Order of the Secretary of the Army: 


W. C. WESTMORELAND, 
General, United States Army, 

Official: Chief of Staff. 

KENNETH G. WICKHAM, 

Major General, United States Army, 

The Adjutant General 


Distribution: 

To be distributed in accordance with DA Form 12-25, Sec I (qty rqr Block #182), Organizational maintenance 
requirements for Equipment: Welding. 


*U.S. GOVERNMENT PRINTING OFFICE : 1989 - 242-951 (06143) 



